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THE ELECTRIC LIGHT IN THE CITY. 


OF LONDON. 


Some interesting statistics are to be found in the recently- 
issued Report to the Streets Committee, by Mr. William 
Haywood, the engineer and surveyor to the Commission of 
Sewers. It deals of course exclusively with the experiments 
of the past year, commencing from the Ist of April, 1881, 
and ending on the 31st March of the present year. It is 
well known that the Electric Light and Power Generator 
Company (Maxim-Weston) did not commence on the strict 
terms of their contract until the 27th of April of this year, 
therefore the matter contained in Mr. Haywood’s report is 
chiefly confined to the systems of Messrs. Siemens Brothers 
and the Anglo-American Brush Company. One of the most 
interesting items in connection with the use of the electric 
light in the City is that relating to its defects and failures. 
In the Brush district were 33 lamps, each assumed to be 
alight for 4,300 hours during the twelve months, this being 
equal to a total of 141,900 hours’ lighting of a single lamp. 
The total number of the failures which happened to this 
system from all causes amounted to 660, counting each 
failure each night separately, and the aggregate duration 
of such defects equalled 3,142 hours’ burning of a single 
lamp, or about 2°21 per cent. of the entire lighting of the 


district for the year. The causes assigned for these failures 


are very numerous, amongst them being many which will 
probably not be likely to occur again, such as: lace of 
driving-band broke; switched out maliciously ; changing 
the working power of circuit from one motor to another ; 
defects in carbons ; carbon-rod sticking ; top carbon falling 
from socket ; neglect in trimming; bad insulation of 
cables ; carelessness of men employed on circuit ; defective 
mechanism of lamp, &c., &c. 

The total number of failures from much the same reasons 
as above, chronicled for the system of Messrs. Siemens— 
having 34 lamps in action, and equalling a total of 146,200 
hours’ lighting from a single lamp—were 320, or ap- 
proximately only half of those credited to the Brush, 
their aggregate duration, however, being only 832 hours of 
a single lamp, or about 0°57 per cent. of the entire lighting 
of the district for twelve months. . 

Speaking roughly, there occurred in the Brush system a 
defect of long or short duration in something less than two 
lamps nightly, and in that of Siemens Brothers a similar de- 
fect in something like one per night. In both systems failures 
happened through bad insulation, the first cable of the one 
not being sufficiently good to begin with, and that of the 
other being damaged ‘by a barge, part of the cable being 
beneath London Bridge. Although these partial failures 
were numerous, the result at the end of the year was really 
better than might have been expected, even by those who 
are the most conversant with the management of the appa- 


ratus connected with the electric light. Even gas, however, 
has a bad record against it in this respect, for out of a total 
of 3,225 lamps, the number of defective lights observed in 
1881 amounted to no fewer than 2,509, and this only 
includes burners, in which the defect is very noticeable. 
This number, which according to the Report was much in 
excess of what is usual, is attributed to the long continued — 
and severe frosts. dl 

Whenever any accident occurred to the electric lamps 
but little inconvenience was felt by the public, as arrange- 
ments were made with the gas company for burning gas 
where these partial interruptions happened. The expense 
of this was borne by the electric lighting contractors, and 
in the case of Brush the amount came to £129 14s. 7d., 
and for Siemens £122 9s. 7d. 

The electric lamps were alight in the day-time during 
the fogs of December 9th last, and also on the respective 
dates of the 18th, 25th, and 29th of January, together with 
the 2nd, 3rd, 6th, and 7th of February. The cost of the 
electric light during these fogs was as follows :—Brush, 
£25; Siemens, £21 3s. 9d. 

It is only necessary to mention that the Commission of 
Sewers arranged with the Brush Corporation for a 
farther period of twelve months lighting, at a cost of £800, 
being £140 in excess of the charge for the preliminary 
year’s work. Messrs. Siemens Brothers requiring for a con- 
tinuance of their contract £1,330 in excess of their original 
price ; their offer was declined, and the district for the 
present returns to gas. ; 

A second report frofn the Streets Committee relates to 
proceedings relative td the applications for an extension of 
the electric lighting experiments. According to the ab- 
stracts of tenders prepared by Mr. Haywood, and received 
for lighting the four districts set apart for this purpose, it 
appears that there are seven contractors desirous of obtain- 
ing the work. Their names are as follows :—G. D. Cardew, 
employing G. H. Long’s patent electric lamps and machines ; 
the Electric Light Engineering Company, with the arc 
lamp of Mr. A. A. Common, but machines not described ; 
the Electric Light and Power Generator Company, with the - 
Weston machines and arc lamps, as now in use along Queen 
Victoria Street; Mr. A. L. Fyfe, lamps and machines not 
described ; James Fyfe, with two tenders for the Pilsen 
arc and the Joel semi-incandescent lamps respectively ; 
the Hammond Electric Light and Power Supply Company, 
using Brush machines and lamps; and last, the Laing 
Electric Light and Power Company, proposing to employ 
the Laing machines and lamps. The second and third 
mentioned contractors stipulate that they should have per- 
mission to light private premises, the Electric Light and 
Power Generator Company, however, tendering for No. 1 


district only. 


We gave in our last issue an extract from a letter written 
by Mr. Alexander Peebles, relating to the prices quoted for 
the various districts by the competing companies. We may 
add that for district No. 1 the highest and lowest tenders 
are those of the Electric Light and Power Generator and 
the Hammond Electric Light companies, with £5,750 and 
£2,190 respectively. For district No. 2, G. D. Cardew and 
the Laing Company, with £4,270 and £2,350, are respec- 
tively highest and lowest. In tendering for No. 3 district 
James Fyfe, with the Joel system, £3,800 is highest, 
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and the Hammond and Laing Companies, with the same 
estimate of £2,470, lowest. For No. 4 district, James Fyfe, 
with the same system, is again highest—£4,350, and the 
Laing Company, with £2,920, lowest. These tenders are 
all for the total cost of a twelvemonth’s trial. It is only 
fair to add, however, in the case of Mr. Fyfe, with the Joel 
and Pilsen systems, that he would, if permitted to light 
private premises, make the charge for street lighting the 
same as the gas saved, plus 20 per cent. 

The percentage of variation in the estimates sent in will 
be found in the letter of Mr. Peebles before referred to, and 
this variation bears out, to a certain extent, the following ex- 
tract from the Globe : — 


It ought, one would think, to be possible, after all the investiga- 
tions which have taken place, to say once for all whether electric 
lighting or gas lighting is the cheaper, but if we may judge from a 


long letter sent to us by Mr. H. Saxon Snell, the controversy is still — 


very much sub judice. The tenders for a given job, obtained by 
Mr. Snell from three several electric light companies, differed very 
much as contractors’ tenders are apt to differ, and all were far beyond 
what, according to Mr. Snell, the cost of gas would be. 


The estimated cost for lighting the four districts, taken in 
rotation, is £551, £363, £341, and £612. 

The Streets Committee conclude their report in the follow- 
ing manner :— 


Looking at the experiments which the Commission have already 
carried out, and the great cost of extending the same, as shown by 
the offers now submitted, we are not prepared to recommend your 
Honourable Court to proceed further in the matter at present, the 
more so as by the bill now before Parliament, and draft amendments 
suggested by the Board of Trade, it is proposed to give power to the 
local authorities to supply electricity, not only for public but for 
private purposes, or to acquire compulsorily the undertakings of other 
parties after fifteen years from the passing of the Act under which 
they may be empowered, and until Parliament has decided the 
principle upon which electric lighting generally shall be permitted, 
we consider it undesirable to incur further expense beyond that to 
which the Commission are already committed by the experiments now 
in operation. 


THE EDISON DYNAMO-ELECTRIC 
MACHINE. 


[ We extract from the excellent journal of the Franklin In- 
stitute of America the following description of the Edison 
steam dynamo, a paper on which was read by T. A. Edison, 
Ph.D., and Charles T. Porter, at the Philadelphia meeting 
of the American Society of Mechanical Engineers, April, 
1882. Containing, as it does, much that is new regarding 
what is known here of the performance of these machines, it 
will be welcome to those of our numerous readers interested in 
electric lighting. The original paper contains a perspective 
illustration of the combined engine and machine, which it 
is not necessary to reproduce, as the Edison machine has 
already been given by ourselves (see “ ELECTRICAL REVIEW,” 
November 5th) and other journals in this country. There 
are also several sketches of mechanical details, and five in- 
dicator diagrams taken from the engine, which need only be 
referred to. ] 


Tue central Edison station of the first district in New 
York City will, when fully equipped, be supplied with twelve 
dynamos, each of which is nominally rated as a 1,200 light 
machine, at 16 candle-power incandescence, but is capable 
of supplying 1,400 lights of this power continuously, and 
with high economy, without heating the armature or 
burning or injuring the commutator or brushes. This in- 
creased capacity is due to improvements in the lamp itself. 

The armature of each dynamo is driven by a Porter-Allen 
engine, of 11-%-” diameter of cylinder, by 16” stroke, directly 
connected, and making 350 revolutions per minute, giving 
a piston travel of 933 ft. per minute. 


The steam is supplied by eight Babcock and Wilcox 
boilers, of 2,000 aggregate horse-power, and which will 
work under a pressure of about 120 pounds. These occupy 
the basement of the building. Over them, the first and 
second floors being removed, an iron superstructure is erected 
entirely separated from the walls of the building, and on 
this the combined dynamos and engines are placed. 

One-half of this equipment is now nearly ready for service, 
and the remainder is expected to be completed during the 
coming season. 

The armature of the dynamo is of the form commonly 
known as the Siemens armature, but in its construction and 
“connecting up” it differs radically from all others. 

The foundation of the armature, or the iron core which is 
built upon the shaft, is made up of sheet-iron discs, separated 
from each other by sheets of tissue paper, and bolted to- 
gether. This has all the advantages of a solid iron core in 
strengthening the magnetic field, while it completely pre- 
vents the great loss of power by local currents, which would 
circulate in the iron if it were solid. In the place of insu- 
lated wires, the cylindrical face of the armature is made up 
of heavy copper bars, trapezoidal in section, each bar being 
insulated, and also separated from its neighbours and from 
the iron core underneath by an air space. 

The connection between the bars on opposite sides of the 
armature, to form the electrical circuit, is made by copper 
discs of the same diameter as the core. At each end of the 
core are one-half as many of these copper discs as there are 
bars, each disc being insulated from its neighbours, and the 
whole being bolted together in such a manner as to form, 
with the discs of sheet-iron constituting the core, one solid 
mass. Each disc is formed with projecting lugs on its 
opposite sides, to which the two bars are connected. 

he connections between the opposite surfaces of an 
armature are of no benefit in generating an electric current, 
but are a necessary evil, introducing useless resistance into 
the circuit. By using for this connection copper discs in the 
manner described, a great weight of copper is disposed in a 
limited space, and so this useless resistance, and conse- 
quent loss of energy, is reduced to a minimum. 

This method, moreover, reduces the work to a simple 
machine construction, in which all the parts are duplicates, 
and the operations can be much cheapened and facilitated 
by the use of special tools. 

The spaces between the armature bars admit of a free 
circulation of air, thereby preventing the accumulation of 
heat, and increasing to an enormous degree the capacity of 
the machine. The armature is at intervals wound with 
piano wire over the bars to resist the centrifugal force 
developed by their revolution. 

The commutator and brushes of an electrical machine are 
the parts subject to the greatest depreciation. In this 
machine all parts of the end of the armature are so con- 
structed as to be easy of access, and they can be quickly and 
cheaply repaired, or removed and replaced by new parts, 
when necessary. Any accident would require but a short 
stoppage for repairs. 

Provision is made for keeping a continuous and rapid cir- 
culation of air over the entire face of the armature. 

This armature is 27°8’ in diameter by 61” long. The 
commutator adds 18” to this length, and is itself 122” in 
diameter. The armature shaft is of steel, 72’ in diameter, 
having a total length of 10’. The journals are 64" in 
diameter by 15” long, and run in Babbit metal bearings in 
pillow blocks of the box form, giving the greatest stiffness 
with minimum of weight. 

Provision is made for continuous water circulation under- 
neath the boxes, and for continuous lubrication, with tra 
to prevent the creeping of the oil along the shaft and reach- 
ing the commutator, and drains to receive it as it runs 
through the bearings and convey it to a drip-pan. 

The magnet is made up of two immense cast-iron “ pole- 
pieces,” between the semi-cylindrical faces of which the 
armature revolves, twelve cylindrical soft iron cores attached 
to these pole-pieces, and made magnetic by an electrical 
current circulated in the wire wound around them, and four 
soft iron keepers connecting the back ends of the cores. 
Eight of the cores are attached to the upper pole-piece, and 
four to the lower one. 

The width of these “ poles” is 49”, and their height 613”. 
The length of the twelve soft iron cores is 57”, the diameter 
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of the eight upper ones is 8’, and of the four lower ones 9”. 

The four soft iron keepers are each 11” wide, 9” in thick- 

ness, and the total length of the magnet is 94’. 

_ The magnet is insulated by cast zinc bases 3” in thickness. 
The weight of the dynamo is as follows :— 


Armature and shaft - - 9,800 lbs. 

Two pillow blocks - - - 1,340 ,, 

Magnet, complete - - - $83,000 ,, 

Zinc bases  - - - - 680 ,, 
Total « the. 

The copper is distributed as follows : 

In the armature bars - - 590 Ibs. 

discs - - 1,850 ,, 

» magnet wire - - 1,500 ,, 
Total - - - 8,440 lbs. 


Mr. Edison was early impressed with the conviction that 
to give steady and reliable motion to these armatures it 
would be necessary to connect an engine to each one of 
them directly. This combination has been termed by him 
the “steam dynamo.” 

In adapting the Porter-Allen engine to this service, a 
special construction in some respects was found to be called 
for. These special features will be briefly described. 

It seemed important to avoid a rigid connection between 
the engine and the armature shafts, which would require 
the entire series of bearings to be maintained absolutely in 
line. In place of this, therefore, a self-adjusting coupling 
has been introduced, which permits of considerable errors 
of alignment without any abnormal friction being produced 
in the bearings. . 

The point of difficulty was the backlash, the engine 
having no fly-wheel, except the heavy armature itself, which 
was to be driven through the coupling. Provision was made 
for taking this up by steel keys of a somewhat peculiar 
form, between which the tongues of the coupling move 
freely, while they themselves are immovable. These keys 
are held between set screws threaded in wrought iron rings 
covering the flanges on the ends of the shaft. All the faces 
liable to move upon each other are oiled from a central 
reservoir. This coupling is a very compact affair, without 
a projection anywhere above its surface, and gives every 
promise of completely answering its purpose. 

The engine is made with a forked bed and two shaft 
bearings and a double crank, and so is completely self- 
contained. 

_The shaft having no support beyond these bearings on 

either side, unusual stiffness was required in the crank-pin 
to prevent deflection under the great strains to which it is 
subjected. 
_ À novel form of pin was proposed by Mr. Richards, which 
is found to possess all the rigidity required. It is provided 
with flanges which are let into each crank, and held each 
by four screws, while the shanks of the pin are also forced 
firmly into the cranks. 

Special sence enabled the work of putting the cranks 
together in t 
form accuracy. 


The engine is so arranged as to have the valve gear on 
the side furthest from the dynamo. The engineer has not 
to go between the engine and dynamo, when running, for 
any purpose. 


The connecting-rod is of steel, and the crank-pin boxes 
are formed directly in the end of it. 

This end is finished from a solid forging, and chambered 
out for Babbit metal. The bolts are then fitted, after 
which it is parted and holes are drilled for holding the 
Babbit securely. 

In the connecting-rods for single crank engines of this 
type permanent length of rod is secured by forming the 
crank pin end solid, and taking up the wear by a wedge 
closing up the inside box. In these double ak engines 
this construction is Impracticable, but the same object is 
attained by forming the crosshead end in a manner by which 
the strap is made permanent and the inside box is closed 
up by a key bearing against a steel plate. 


is manner to be done with extreme and uni- 


The weight of the reciprocating parts of this engine is as 
follows :— 


Piston, with rod - - - - - 88 lbs. 
Crosshead - - - - - se. 
Connecting-rod - - - -  - 109 y, 


Total 


The initial acceleration of this mass or the force required, 
on the dead centres, to give it the motion necessary to relieve 
the crank from strain, is as follows : — 


350? x *66 x ‘000341 — 27°57, 
or 27°57 times the weight of the mass, which gives 
234 x 27°57 = 6451 lbs. 
The formula is 7? 7 c, when 


7? == the revolutions per minute; 
— the length of the crank in decimals of a foot ; and 
c — the co-efficient of centrifugal force. 


The connecting rod is 48", or 6 cranks, in length. This 
affects the initial acceleration, making this to be on the dead 
centre farthest from the crank 7,526 lbs , and on the dead 
centre nearest to the crank 5,376 lbs., a difference of 40 per 
cent. 

The area of the cylinder is 98-2 square inches. 

The area of the piston rod, 1# in. diameter, is 2°4 
square inches, leaving area of cylinder at crank end 95°8 
square inches. 

The initial accelerating forces are therefore as follows, viz.: 
at the end of the cylinder farthest from the crank 77 lbs., 
and at the end of the cylinder nearest to the crank 56 lbs., 
on the square inch of piston area. 

The counterweight was after some trials fixed at 135 lbs. 
This leaves 99 lbs. of the yt een parts running un- 
balanced. It is found that this is not sufficient to disturb 
the stability of the engine, while on the other hand the 
counterweight is not so great as to exert an objectionable 
strain in the vertical direction. 

The total weight of the engine is 6,445 lbs. 

The engine and dynamo are mounted on a cast-iron base 
plate, made for convenience in two parts, and bolted together. 

The dimensions of this base plate are as follows: length 
14 ft., width 8 ft. 9 in. ; and its weight is 10,300 lbs. The 
entire weiglt is therefore as follows :— 


Base plate - - - - - 10,300 lbs. 
Dynamo - - - -* - 44,800 ,, 
Engine - - - - - - 6,450 ,, 

Total - - - - - 61,550 ,, 


The last and most careful test of one of these dynamos 
gives the following results, as shown by the indicator 
diagrams ; scale 80 lbs. to the inch.* 

The lamps used in all the trials were of the older construc- 
tion, of which 8} lamps, at 16 candle-power incandescence, 
require one horse-power of electrical energy. 

ince these were placed for experimental uses, improve- 
ments in the lamp have increased their economy, so that one 
horse-power is sufficient to maintain fully 10 of the present 
lamps at 16 candle-power incandescence. 
Horse-power. 
Diagram No. 1 shows the friction of engine and 

dynamo at 350 revolutions per minute, requiring 13°63 
Diagram No. 2 shows the resistance with the 

magnet circuit on = - - - - - 19°17 


Field 5°78 ohms, 103 volts. 
The increased resistance due to the magnets was- 5°54 
Of this, the calculated energy developed in the 
103? x 44°3 
Leaving energy to be accounted for by local cur- 


rents in iron core of armature, and in armature 
bars - - - - - - - - 3°08 


magnets was 


* As many persons might doubt about these diagrams having been 
really taken from any engine and by any indicator at this speed, we 
have examined the originals taken by a Tabor indicator, and can 
vouch for their accuracy.—Eb. J. F. I. 
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Diagram No. 3 shows the work done in maintaining 300 
lamps. 

These, in the ratio of 84 to 10, were equal to 353 lamps 
of the present construction. The pressure was maintained 
also at 102 volts, representing 25 candle-power, in place of 
98 volts, representing 16 can Te incandescence, which 
requires the number of lamps to be increased in the ratio of 
102? to 98°, or to 382 lamps. 

The pressure at the armature was 104 volts, showing a loss 
in the conductor of 2 volts, which would increase the number 
of lamps as 104 : 102.* 


The total correction is therefore as follows :— 


10 102* 104 

The power exerted was - = = 60°6 horse-power. 
Which gives to the indicated horse-power 


889 + 60°6 — 6°42 lamps. 


The magnet circuit had now a resistance of 5°28 ohms 
with 104 volts pressure, representing 


104° x 44°3 
5°28 x 33,000 


Substituting this in place of 2°46 horse-power in the first 
trial, we have 19°46 horse-power, which, deducted from 
60°6 horse-power, leaves net 41°14 horse-power. 


This gives 389 + 41°14 — 9°45 lamps per horse-power. 


a No. 4 shows the work done in maintaining 700 
8. 
The pressure at the lamps was maintained, as in the 
preceding trial, at 102 volts, which required at the armature 
a pressure of 105 volts. 
The total correction in this case is therefore 
10 102? 105 
The power exerted was - =  115°83 horse-power, 
giving to the indicated horse-power, 


919 + 115°83 — 7°93 lamps. 


The resistance of the magnet circuit was now 4°78 ohms, 
with 105 volts pressure, representing 


105? x 44°3 
4°78 x 33,000 


Substituting this in place of 2°46 horse-power in the first 
trial, we have 19°81, which, deducted from 115°83 horse- 
power, leaves net 96°02 horse-power. 


This gives 919 + 96°02 = 9°57 lamps per horse-power. 


Diagram No. 5 shows the work done in maintaining 
1,050 lamps. 

‘The pressure at the lamps was maintained in this trial at 
only 99 volts, but this required at the armature a pressure 
of 108 volts, showing a loss of 9 volts in conduction. 

The total correction in this case is thus 


10 99° 108 . 
050 x SE * oa * à 1375 lamps 
The power was - he - - 168°4 horse-power, 
giving to the indicated horse-power 


1375 x 168°4 = 8°16 lainps. 


The resistance of the magnet circuit was now 3°28 ohms, 
with 108 volts pressure, representing 


108? x 44°3 
3°28 x 33,000 


Substituting this in place of 2°45 horse-power in the first 
trial, we have 21°48 horse-power, which, deducted from 
168°4 horse-power, leaves net 146°92 horse-power. 

This gives 1875 + 14692 — 9°36 lamps per horse- 
power. 


== 389 lamps. 


— 2°75 horse-power. 


= 3:1 horse-power. 


== 4:77 horse-power. 


* The conductors were insufficient, occasioning a loss, that increased 
with the increase in the number of lamps 


It will be seen that the losses of efficiency due to undis- 
covered resistances are only 


In the first case, 10 — 9°45 — ‘55 horse-power per lamp. 

In the second case, 10 — 9°57 = °43 ” ” 

In the third place, 10 — 9°36 = ‘64 » ” 
Averaging 5°4 per cent. 


The friction in the journals of the armature, when driven 
in this manner, does not increase with the resistance, and, 
on account of the action of the reciprocating parts of the 
engine, that in its bearings is also nearly a constant 
quantity, whatever the load may be. : 

The above figures show this very clearly, the subtraction 
of the friction diagram in each case exhibiting substan- 
tially the same net power per lamp. 


KETTELL’S INDIVIDUAL TELEPHONE 
CALL AND SIGNAL. 


THE progress which telephonic communication has made in 
England is but small compared with that made in America. 
The network of wires which has been spun all over the 
business portion of the Metropolis, and to some extent out- 
side the City limits, would seem to contradict this statement ; 
but it is only necessary to mention the fact that Worcester, 
a city in Massachusetts, of 63,000 inhabitants only, has 
more subscribers in telephonic communication than have 
all the exchanges in London, when it will be seen at 
once that what we say is correct. In countries where 
the use of the telephone is so extensive it is but natural 
that every effort should be made, not only to render the 
communication as effective but also as cheap as possible, 
hence it is that we find here so many telephonic exchange 
patents taken out by inventors in America, for cheapness of 
communication, to a very great extent, depends upon the 
exchange system employed. 

Up to the present the arrangements of the exchanges in 
this country have been of the simplest character : every 
subscriber has a wire in direct communication with an ex- 
change office, at which place he can be switched through to: 
any subscriber he may require ; if it should happen that 
there are, say, six subscribers who are at a short distance 
apart on a direct line from the central office, still, with the 
present system, each of these subscribers must have a separate: 
wire. Now it is evident that any device by which these six 
subscribers could be simply looped in on a single wire com- 
mon to all, must lessen the outlay necessary to establish the 
communication, and must enable the latter to be supplied at. 
a less rental than that demanded at present. It is of course 
necessary that the means by which the object in view is 
carried out be of a much less cost than that which would be 
required for the erection of a number of wires, for the 
lessening of the rental to a subscriber must be sufficient to 
compensate him for one small disadvantage inherent in a 
system in which a number of instruments are placed on one 
circuit, namely, that one subscriber has to wait until another 
subscriber has terminated his use of the circuit on which the 
two are looped, and has left the line clear. Asa rule, how- 
ever, the period of waiting does not exceed three minutes, a 
length of time which it is hardly worth while taking into 
consideration. 

The proof of the pudding is the eating, and the system 
which we are about to describe has, by practical use over a 
period of a year and a half, proved that such an arrange- 
ment as that of looping several subscribers (as many as 10 


have been so looped) on one wire, can be adopted with perfect 


success. 

The solution of the problem has been more than once attemp- 
ted, but, we believe, with but indifferent success. The system 
of Mr. Kettell is, in our opinion, the best which has yet been 
brought into practical use, and promises to be extensively 
employed. 

The devices by which the apparatus is worked are of 
great mechanical ingenuity, and are very suggestive of 
applications to other purposes, and even for this reason the 
system is worthy of being described. 

In order to explain the action of the instruments, it will 
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be advisable to consider the general arrangement of the 
system :— 

: Fig. 1 shows two lines running into a central exchange 
at A, each line having 5 subscribers looped into it ; there 
may of course be any number of lines with a number of 
subscribers on each, but two will be sufficient for the purpose 
of the description. 

Suppose now that subscriber 3, on line 2, wishes to com- 
municate with subscriber 5, on line 1, then the following 
operations take place :—Subscriber 3 presses a push-button 
attached to his instrument, and thereby sends a current 
through all the instruments on the circuit, and also through 
a drop indicator at the central station, thus calling the 
attention of the latter. The indicator is of the usual form, 
but is arranged as shown by fig. 2, that is to say, the circuit 
from the electro-magnet, instead of passing direct to earth, 
goes to the latter through the medium of the contact spring, 
s,and the drop, d, so that when the latter has fallen to the posi- 
tion shown by the dotted line, the circuit becomes discon- 
nected, and no more currents can be sent by pressing the press- 
button. The current which passes through the instruments 
of the various subscribers sets free some mechanism, which 
causes a small indicator on each instrument (seen just below 
the 5 in fig. 6) to turn and indicate that the line is occupied. 

As soon as the central exchange station receives the call 
he switches his telephone in circuit with the line and com- 
municates with the subscriber, who announces his number 
and also states with whom he wishes to communicate. As we 
have before said, let it be subscriber 5, on line 1. The 
exchange station now switches the apparatus, 1 (fig. 1), 
shown in outward form by fig. 3, on to line 1 (this con- 


nection is represented by the dotted lines in fig. 1) ; he then 


sets the hand, /, to indication 5, and depresses the push, p. 
The result of this is to ring the alarum of subscriber 5, and 
to turn the indicators of the instruments of al/ the sub- 
scribers to the position which indicates that the line is 
occupied; but the alarums of the subscribers other than 
number 5 do not ring. As soon as the exchange station 
observes that the mechanism of his apparatus (fig. 3) has 
ceased to run, he disconnects the latter and switches line 1 in 
communication with line 2 ; the subscribers thus put into 
connection communicate with each other. At the end of 
three minutes (which is the time allowed for a subscriber to 
converse) the exchange disconnects the two lines, and having 
again connected the instrument, 1 (fig. 1), to line 1, he 
depresses the button, b, once ; this sets the indicators of all 
the subscribers to the position indicating that the line is 
clear ; line 1 is then connected again to its drop indicator, 
and the instrument, 1, is connected to line 2, the button, 3, 
depressed once, the instrument, 1, disconnected, and line 2 
connected again to its drop indicator. 

It will be evident that the peculiarity of the apparatus 
consists: 1st, in the arrangement by which the currents 
(two currents, as will be seen) sent by the depression of the 
stud, p, move the indicators of all the instruments to the 
position indicating that the line is occupied ; 2nd, in the 
arrangement by which the alarum of only one subscriber is 
sounded ; 3rd, in the arrangement by which the depression 
of the push, 8, sets all the indicators to “ line clear.” 

Fig. 4 shows the internal arrangements of the apparatus 
(fig. 3) at the exchange station. Fig. 5 shows the 
internal arrangements of the instruments at the sub- 
scribers’ offices ; an outside view of one of these instruments 
is shown by fig. 6. It must be understood that figs. 4 and 
5 only show the general arrangements of the apparatus, the 
actual forms of the latter differ slightly in detail from the 
figures, though the general principles are identical. 

Referring to fig. 4, let us suppose the stud, p, to be de- 
pressed and then immediately allowed to rise again. When 
the depression takes place, the projecting picce, a, comes in 
contact with the lever, /, and as the zinc pole of the battery 
is connected to /, and the line to the push, », a current flows 
out to line, but ceases immediately the pressure is taken off 
p. The movement of the push has, however, depressed the 
lever, /, and caused the hook at the end of the prong, e, to 
disengage from the projection, c, on the balance-wheel, B. 
This balance-wheel is in gearing with a train of wheels 
driven by a strong spring—the whole mechanism of an 
American lever clock, in fact. The balance being released, 
the clockwork mechanism starts off in action. Now the 
movement of lever, /, also lifts a pin at the end of the prong, 


f, out of a notch in wheel, w, but as the movement of this 
wheel is comparatively slow, the pe would drop again into 
the notch and stop the train of wheels unless previous to p 
being allowed to rise, the wheel, w, has moved round 
through a few degrees ; practically, however, the depression 
of p being only momentary, the wheel, w, will not have 
turned sufficiently to make the pin drop on to the circum- 
ference of w, instead of into the notch ; so to avoid this 
difficulty the device shown to the right of the figure is 
adopted. On the face of the wheel, w, and near the circum- 
ference, there is set at each notch a small pawl, g, which 
falls to the position shown, by its own weight ; when the 
prong, /, rises, the pin lifts up the pawl and, on clearing it, 
the latter drops back to its original position, thus closing, as 
it were, the notch and preventing the pin of the lever 
dropping back again. Supposing now the wheel, w, con- 
tinues to rotate with the pin of the lever resting on its cir- 
cumference, then this pin will be able to drop into the next 
notch, since it will enter towards the latter underneath the 
pawl. When the pin drops back into the notch, the prong, 
e, is ready to engage in the projection, c, of the balance wheel, 
B, which it does when the balance has swung nearly to the 
limit of its angular movement, so that when disengaged, the 
balance is ready to start off in full action immediately. 

We see then that the momentary depression of p will 
start the clockwork ; and as there are three notches in w, the 
movement will go on until w has turned through a third of 
a complete revolution ; or as w turns once in a minute, the 
clockwork will run for one third of a minute before it stops. 

Fixed on the axis of w is a light hand, 2; this hand in a 
complete revolution makes contact with metallic projections, 
k,, k,, and ks, successively ; the projections are fixed on a 
metal ring, which can be turned through any desired angle 
by means of the pointer, 4 (fig. 3). It is evident therefore 
that the period which will elapse before the hand, #7, makes 
contact with any one of the projections will depend upon 
the position of the pointer, A; if the pointer is set at divi- 
sion 1, for example, then on the clockwork being started 
contact will be made by the hand, », almost immediately ; 
but if the pointer be set at division 7, then a longer period 
will elapse before the contact occurs. The hand, 2, being 
in connection, through the wheelwork, with the lever, 2, and 
the ring, R, being in contact, through the flexible connec- 
tion, ¢, with the push, p, it is evident that the result of the 
contact will be to send a current out to line. The depres- 
sion of the push, p, in fact, sends a momentary current out 
to line, which current will be followed after a certain interval, 
which is adjustable, by a second momentary current. The 
possible angular movement which can be given to the 
ring, R, is less than one-third of a complete circle, whilst 
the hand, n, is so fixed on the arbour of w that when the 
pointer, », stands at division 1 (the left hand limit of its 
movement) this hand is a little behind one of the projections 
on the ring, R. It follows from this that no matter what be 
the position of the pointer, 4, the hand, n, after touching a 
projection, will always advance beyond it before stopping. 

Referring now to fig. 5 let us suppose that the first 
current has been received from the central station, then this 
current comes from, say, the Up line, passes through the 
electro-magnet, M, and from thence through the switch lever, 
sv, and the key, #, to the Down line. ‘lhe electro-magnet 
being excited pulls up the lever, a, and the end of the latter 
disengages from the balance-wheel, B, and allows the clock- 
work mechanism in connection with B torun. Attached to 


the lever, a, is a toggle, ¢, which tends to move to the left © 


under the influence of the spring, s. As soon as the lever, 
a, is lifted up, the projecting piece on this toggle hitches 
over the stop, e, being drawn over it by the spring, s, so 
that when once attracted, the lever, a, is unable to fall back 
to its normal position and stop the balance, B, the clock- 
work, therefore, will continue to run. The end of the 
toggle, z, it will be seen, touches against the right hand side 
of an arm, ¢,, which arm is fixed to the axis of the wheel, w ; 
now the length of the end of the toggle is such that if the 
latter is just hitched on the stop, e, this end would not 
quite clear the arm, c, ; if however the toggle is raised a 
little higher, then the end will clear, and as ¢ is pulled to 
the left by the spring, s, it follows that when £ is lowered 
until its projection banks on the stop, e, the end of ¢ will 
come down on the /eft hand side of ¢,, so that w can revolve 
without obstruction. The limiting stops of the lever, a, 


| 
M 


‘ 
2 


| 
| | 
| 
| 7 
| 
| 1 
| 
| 
= 
| | 
| | 
| | 
| 
| | 
| | | 
| 
| 
| 
| 
| | 
| 


| 
\ 


| JULY 15, 1882.] 


THE TELEGRAPHIC JOURNAL AND 


ELECTRICAL REVIEW. 27 


are so adjusted that the movements referred to can take 
place as indicated. 

Let us, then, suppose that the lever, a, has been raised 
and released again so that the toggle, ¢, has become raised 
over the end of c,, and let down on the left hand side of the 
latter, and that ¢ has become hitched ou to e, so that 
the balance-wheel, B, is free to move and the clockwork 
mechanism to turn, then the wheel, w, which revolves once 
in a minute like the wheel, 2, in fig. 4, rotates until the 
arm, €, comes round in contact with the end of the toggle ; 
the latter is then pushed off its stop, e, and allows the lever, 
a, to fall and lock the balance, B. 

Now the arm, g, which is also fixed to the axis of w, in the 
course of its rotation comes in contact with the spring, s, 
and if it should happen at that particular moment that a 
second current is sent through the line, then this current will 
divide, part passing through M, and actuating the lever, a 
(this movement, however, effecting no change in the condi- 
tion of affairs), whilst the other half of the current (dotted 
arrows) passes through the magnet, m, of the Bell, and by 
releasing its mechanism causes it to sound. If however the 
current should come either before or afler the arm has 
made contact with the spring, then this current cannot pass 
through the Bell. 

Now we have seen that the interval of time which elapses 
between the transmission of acurrent by the depression of 
the stud, p (Bigs. 1, 3, and 4), and the transmission of a 
second current by the arm, n (fig. 4), can be regulated by the 
pointer, / (fig. 3), if therefore the contact springs, 8, on the 
instruments of subscribers 1, 2, 3, 4, 5, 6, and 7, are so 
arranged that when the mechanisms of all the instruments 
are set going the first contact is made in instrument 1, the 
second contact in instrument 2, the third in instrument 3, 
and so on; and further, if the positions of the springs are so 
adjusted that the interval of time intervening between two 
successive contacts is the same in every case, then it is evident 
that if the pointer, / (fig. 3), be set at, say, division 5, then 
the contact made by the arm, n (fig. 4), will be made at 
the same time that contact is made by the spring, 8, on the 
instrument of subscriber 5. 

Attached to the wheel, w (fig. 5), is an indicating disc, 
w, (see figure at side). This disc is divided into twelve 
divisions, six white and six red. This disc is set behind the 
aperture W,, seen in fig. 6, which has openings cut in it, so 
that when the disc makes a twelfth of a revolution the red 


_ Spaces disappear, and the white take their place, or vice versa. 


In the position of the apparatus shown in fig. 5, the 
white portions of the disc appear (showing that the line is 
clear), and the same will be the case if the arm, c,, or arm, 
¢s, be touching the toggle, ¢. If, however, either arm, c¢., 
Cs, OT ¢, be against ¢, then the red portions will be 
exhibited (showing that the line is commie 

It has been explained that when a subscriber calls the 
central exchange station he depresses his call button, &, fig. 5, 
and sends a current. The effect of this is to cause the lever, a, 
fig. 5, in each instrument on the circuit to be attracted, 
and to set the clockwork mechanisms in action, When 
arm, €, comes round, it anhitches the toggle, ¢, off the stop, e, 
on which it has been lifted and stops the train of clockwork; 
consequently the red of the discs in each instrument will be 
exhibited, showing that the line is occupied. As the 
dropping of the indicator at the central station has discon- 
nected the circuit, no second current can be sent by any 
subscriber, and consequently the discs being once set at 
“ line occupied,” cannot be changed to “ line clear,” by any 
one but the central exchange. 

Supposing now that the apparatus at the central office is 
connected to line 1, the pointer set at the number of the 
subscriber it is required to call, and the push, p, depressed, 
then a momentary current flows out to line, which sets the 
mechanisms of all the instruments on the circuit in motion, 
and, as has been explained, causes the bell of the required 
subscriber to sound ; when the mechanism has come to rest, 
one of the arms, €, ¢, or ©» of the wheel, #, in each 
instrument will be against the toggle, ¢, and consequently 


the dises will show “line occupied.” 


After the allotted time for the subscribers to communicate 
has expired, the apparatus, fig. 3, at the exchange station is 
conducted to line 1, as was explained at the beginning of 
the article, and the button, b, depressed once, so as to send a 


| momentary current to line; this causes the levers as in each 


subscriber’s instrument to be attracted, and the mechanisms 
to be released; but these are almost immediately stopped by 
the second arm, ¢, €, OF ¢, in each instrument un- 
hitching the toggles; the small engular movements of the 
discs change their indicators to “line clear.” The appa- 
ratus, fig. 3, is then connected to line 2, and the same 
operation is gone through. 

The “clearing” current, it will be observed, could be 
sent equally well by depressing the stud, p, instead of the 
button, b; but inasmuch as the apparatus could not be 
transferred from line 1 for use on line 2 until the clockwork 
mechanism set free has come to rest, it is preferable to employ 
the button, b. 

It will be understood that the switch arrangement, 8”, 
shown in fig. 5, has attached to it other connections for 
bringing the usual telephone transmitting battery, trans- 
mitter, and induction coil into circuit, but these connections 
have been left out in the figure to avoid confusion in the 
important parts of the illustration. These connections being 
purely | 
apparatus. 


rom the explanations which have been given it must be- 
evident that the invention of Mr. Kettell possesses amongst. 
other advantages one very important one, and that is thas. 


the apparatus is self-adjusting. If by any chance it should 
happen that a signal should fail from a fault in the line 
wire or from any other reason, the instruments do not 
require any resetting; this is not the case with other 
inventions which have been brought out for similar pur- 
poses. The mechanism is not at all liable to derangement 
and does not require heavy battery power to work it, the 
function of the fatter being merely to release the wound-up 
mechanism, and not to drive it. 
The number of revolutions which the wheels, 2, w (fi 

4 and 5), would have to make in a day is so very small that the 
mechanism would run for a very lengthened period without 
requiring to be wound + In the case of the alarum bell 
this winding up would have to be done more often, but as 
there is a small indicator (“ Wind ” fig. 6) connected to the 
work which shows when the rewinding is required the wheel- 
inconvenience of the clockwork running down and the bell 
ceasing to act is not likely to arise. 


NEW ELECTRIC LIGHT COMPANIES. 


WE notice in the daily press of the present week the 
advertisement of a new electric light company, and a pre- 
liminary notice pending the formation of another. These 
are respectively the “J. B. Rogers electric light and power,” 
and the “ Electric Sun lamp and power ” companies. Up to 
the present we have not considered the electric inventions of 
Mr. J. B. Rogers of sufficient importance to occupy much 
space in our columns, and we have only referred on one or 
two occasions to the various reports which have appeared in 
certain journals relating to them. Now that a com- 
pany has been formed for working the numerous patents, 
English, foreign and colonial, of Mr. Rogers, we pur 
making a few remarks in the interests of both electrical 
engineers and the public. The prospectus, after stating for 
what purpose the company is promoted, and making a point 
of its being a parent company, goes on to say, 


The subdivision of the electric current has hitherto been the great 
desideratum, and the fact that Mr. Rogers obtained the first patent 
for a system of sub-division, dated 20th September, 1880, which is 
prior to any other patent for this specific purpose, shows that he was 
one of the earliest workers in this direction. 


This so-called subdivision of the electric current, we need. 
scarcely say, has been known as long as the current itself, 
which is therefore some years before Mr. Rogers began his 
scientific investigations on the subject of electric lighting. 
Now, if such a patent could be called valid, why, then, Mr. 
Werdermann stands some time before the Rogers patent of 
1880. The matter contained in this specification, of what 
we will call out of courtesy an invention, was brought 
prominently forward by Zron on several occasions, and 
some of the daily newspapers also spoke very highly of the 
system. It would hardly be fair on our part to stigmatise 
this portion of what the J. B. Rogers vendors are promoting 


,in no way affect the action of the indicating. 
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as we at first felt disposed, because Mr. Rogers himself, the 
vendors, Zron, and the rest may actually believe that 
there is something in it, and that the patentees’ copper 

lobes are really other than “multiple binding screws.” 

e, however, solemnly and sincerely declare our belief that 
the magic properties of these metallic globes or cups exist 
only in the imagination of those we have quoted, and that a 
very near approach to the results of Mr. Rogers has been 
obtained by aiies. Edison, Swan, Lane-Fox, &c., independ- 
ently of such aid. 

It may be, however, that we are wrong, for we notice 
our monthly electrical contemporary gravely states the 
following :— 


Put broadly, the system amounts to this: Mr. Rogers charges— 
we must not use the word accumulates or stores—the electricity into 
certain vessels, something like a large ball-cock of a cistern, and 
literally taps them to supply of incandescent 
lamps. Incidentally it is only fair to Mr. Rogers to say that, having 
some knowledge of, and respect for, the English tongue, he uses the 
word ‘‘accumulates’’ purely in the sense of ‘‘ gathering together,’’ 
and not in the sense of ‘‘storing,’’ as understood and used by 


We must, even in the face of this authority, still hold 
our own opinion, based on the hardly gained experience of 
many, many years, that an installation of the electric light 
on the Rogers system might be rendered somewhat less 
costly and less liable to derangement outside a laboratory 
or office, were the dividing boxes left out of the question. 

We do, however, believe that Mr. Rogers has in action 
a very good incandescent lamp, but what claims are set 
forth in the patent for this we cannot say, as we believe the 
specification has not yet heen published. In the schedule 
attached to the prospectus there are nine different patents, 
including the one we have just referred to for division and 
subdivision. As far as we are aware the patents for incan- 
descent lamps, accumulating and storing electricity, and 
dynamo-electric machines, have only been applied for since 
the beginning of February of the present year ; it is, there- 
fore, impossible for us to comment on five out of the remain- 
ing eight. That the public is-prone to look upon anything 
for which a small sum is asked as worthless is well known, 
the price, however, required by the vendors of these patents, 
which, according to the prospectus, go to make up a complete 
system of electric lighting, is £40,000 in cash, 12,000 fully 


paid-up shares of £5 each, and 2,000 deferred shares of . 


£5 each, the capital of the company. being £510,000 in 
100,000 Boor fe | shares and 2,000 deferred shares of £5 
each respectively. We may incidentally remark that, besides 
the patent of 1880 mentioned in the prospectus, there are 
mow published the following specifications of Mr. Roger’s 
electrical inventions: Nos. 1922, 4854, and 4855, this last 
having for its object the production of the arc and incan- 
descent light in the same lamp and by the same carbons at 
will, so that the light may be changed from one to the other 
by a simple movement. 

Seriously we do not desire to say anything respecting this 
company of a harsh nature, for it may be that Mr. Rogers 
really believes he has discovered actual improvements in 
electrical—s¢ience ; but from what we have seen and heard 
for oursel vig we could not in justice to electricians with 
don& fide inventions, or to the investing public, recommend 
a system of so-called division and subdivision concerning 
which the most ridiculous and misleading statements, it has 
ever been our lot to notice, have been noised abroad. 

The second company to which we have called attention 
is apparently following the example set by the Fyfe-Main 
arc lamp promoters. Perhaps the result will be the same, 
but for the future gain of electric lighting we hope not, as 
80 simple and inexpensive a lamp as the “Sun” deserves to 
make headway. 


Te Rep Sea CaBce.—We understand that Messrs. 
Siemens Brothers & Co. have chartered for the laying of that 
cable the ss. Rochefort, belonging to Messrs. John Cory & 
Co., of Cardiff. The Rochefort is a screw steamer, 220 ft. 
long by 31°2 ft. beam by 15°6 ft. deep, of 874 tons gross, 
and 99 horse-power. She is now moored off Messrs. Siemens 
works at Charlton, where she is being fitted with the neces- 
sary tanks, machinery, &c., for this kind of work. 


INFLUENCE OF ELECTRIC CURRENTS 
UPON EACH OTHER. 


WE think that very little information is ever to be found 
on this subject beyond that in certain text books, mostly 
belonging to a bygone age. As it is a question of con- 
siderable importance to electrical engineers, and as it can 
now be studied with much stronger currents than have here- 
tofore been possible, we propose to occasionally devote a 
portion of vur columns to the purpose of bringing the 
matter before electricians engaged in the practical work of 
electric lighting, believing that they may be able to 
materially augment our present knowledge by experiments 
of their own. The discovery made by Œrsted that an 
electric current transmitted near to a magnetic needle deflected 
it from its normal position excited throughout the scientific 
world the liveliest interest. New facts were experimentally 
sought for in order to prove the identity of electricity and 
magnetism, or to show that they were both only different 
examples of the same fundamental force. Electrical engi- 
neers now have opportunities for studying these effects in a 


- 
e 
~ 
ae > 
B 
f | C - | 
_— 
- ~ 
— À 
~ 7 B 
FiGc.2 


manner, and with means beyond anything available in the 
days of Œrsted and Ampère. It is well known that the 
latter philosopher found that the influence of electric 
currents on each other varied with position and direction, 
and the following is the fundamental law according to which 
these different influences act :—Parallel currents attract 
each other when they flow in the same direction. In fig. 1, 
A end B represent two conductors in which currents are 
flowing in t me direction, as indicated by the arrows. 
Were these condpctors free to move in any direction, they 
would close up together, or if they were fixed at two points 


and free to move in the middle, the action, with a suffi- 
ciently powerful current, would be that shown by the dotted 
lines. The reverse action would take place in fig. 2, where 
the two currents are flowing in opposite directions, for in 
this case the two conductors would recede from each other, 
from the fact that currents repel each other when flowing in 
opposite directions. Following the tundamental experiment 
comes the influence of electric currents upon each other 
when not in parallel positions, for they then show a tendency 
to approach the same line and to fall into the same direction 
on that line. 

If we take two currents, Ac, Be (fig. 3), both flowing 
towards c, and forming whatever angle, the tendency will 
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be for the two conductors, from the example given in fig. 1, 
to approach each other, as shown by the dotted lines. 
This attraction would of course take place if the two 
currents were flowing from c, instead of towards it; re- 
pulsion takes place when one current is going in the direction 
d À, and the second in the opposite way,B d. We are feign to 
believe that now we are able to produce such powerful 
currents by means of dynamo-electric machines, some of 
our electrical engineers will devise a means of still further 
simplifying the lamps used in electric lighting by the aid 
of the attraction and repulsion of electric currents. At 
present we can call to mind but one practical application of 
this force, viz., the candle of M. Jamin. This well-known 
French savant took advantage of {the fundamental law 
before mentioned to keep the electric arc at the tips of the 
a carbon pencils forming his candle ; but some time 
fore M. Jamin’s invention, Mr. Robert Sabine had devised 
and taken out a provisional specification for electric lam 
in which the attraction and repulsion of currents were made, 


not only to keep the electric arc at the ends of two parallel — 


rods of carbons, but these were also arranged in such a 
manner in connection with thick copper conductors, that 
the repellant force of the currents used was of sufficient 
strength to part the carbons automatically, and the distance 
between the carbons varied as the intensity of the current. 
We well remember assisting at the experimental trials of 
three different forms of electric lamps devised by Mr. Sabine 
and based on this principle, the results of which were at 
least encouraging, although the facilities for working at 
that time were not so great as at present. Perhaps another 
reason why these experiments were dropped was the fact 
that they were somewhat in advance of the times, there 
being little demand for, or encouragement to invention in 
electric lighting. We have brought the matter forward in 
the hope that it may suggest ideas to the many inventive 
minds now centred on perfecting this most useful of modern 
necessities, 


MESSRS. SIEMENS AND HALSKE’S 
SELENIUM PHOTOMETER. 


MEASURING instruments have always played an important 
part in electrical researches. The rapid progress of this 
new science, bringing into notice every day the discovery 


International Exhibition of Electricity. As marvels of 
invention, and the greater number at least as masterpieces 
of delicacy of construction, they justly ranked high in that 
great scientific and industrial display ; but they derived 
their importance chiefly from the necessity of checking 
incessantly the results obtained, thus confirming one by the 
other the great laws which govern electrical phenomena 
throughout. | 

This apparatus, which is merely mentioned among M. J. 
notes, appended to his translation of Gordon’s 
“ Experimental Treatise on Electricity and Magnetism,” is 
based on the variations of the electrical resistance of 
selenium under the influence of light. Among the very 
remarkable, but as yet illdefined, electrical properties of 
selenium, there is one which is known to everybody, viz., 
the diminution of its resistance under the influence of light. 
When subjected to different radiations, selenium does not 
seem to be influenced by the rays of heat, whereas the 
maximum of the effect produced upon its resistance seems 
to correspond to the maximum of light (between yellow and 

een). From this it follows that a comparison of the 
intensities of any two sources of light, based upon the 
variations of resistance in this substance, can only be exact 
when lights of the same colour are comparéd. This con- 
dition is expressly stated by the inventors of the selenium 
photometer, who have endeavoured to utilise this curious 
property as far as possible in the ingenious apparatus of 
which we are now going to give the description and the 
method of using. 


DESCRIPTION. 


The instrument consists essentially of two distinct parts : 
a galvonometer and the photometer er so called. 

Galvanometer.—The galvanometer is a Thomson portable 
galvanometer, G, fig. 1, with a single coil, in the middle of 
which a tube of copper, containing the mirror, slides easily. 
This mirror, concave in form, very light, and furnished 
with little magnets which distinguish it, is suspended in the 
tube by the top and bottom, by means of very short fibres ; 
a little glass cap closes the tube in front of the mirror, and 
a screw placed at the back of the tube enables the mirror to 
be held fixed for packing or to be left free to swing ; its 
oscillations can besides be slackened and thus the instrument 
is made into a dead beat galvanometer. A magnet, N, fig. 1, 
enables the influence of the terrestrial magnetism to 
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Of phenomena hitherto unobserved, has in fact necessitated 
all throughout, methods of measurement better adapted to 
the nature and importance of the effects observed. Thus, 
these instruments were neither the least numerous nor the 
least interesting among the various models shown at the 


withdrawn, and thus the sensibility of the apparatus is 
made to vary. : 

This galvanometer is mounted on the same stand as a 
petroleum lamp, L, protected by an inclosure of sheet iron. 
Opposite to an opening in front of the inclosure and with a 
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vertical cross wire between is placed a lens, which collects into 
a luminous sheaf the rays sent out by the lamp. The gal- 
vanometer and the lamp are arranged at right angles to one 
another on the stand. A prism, with total reflection, P, is 
placed over the galvanometer and supported by a stand which 
allows of it being adjusted to the position required. The 
luminous beam sent out by the lamp is received on the prism 
and sent back by it on to the mirror, which in its turn reflects 
it on to a divided scale, E, which is independent of the gal- 
vanometer and which can be drawn back or brought nearer 
at will in order to obtain clearness in the reflections. 

In order that the prism with total reflection may not 
intercept the ray reflected by the mirror when the deviation 
is somewhat considerable, it must be placed a little lower 
than the mirror, and the reflecting surface must have the 
inclination required in order that the light reflected at first 
on the upper part of the prism may then fall on the mirror 
and pass on its return a little above the reflecting prism. 


1 
| 


Photometer.—The photometer properly so called (fig. 2) 
consists of the selenium tube and of a graduated rule along 
which the luminous source taken as standard can move. 
The selenium tube is a tube of copper, A, B, 0™ 03 in 
diameter and about 0”. 15 long, blackened inside and 
mounted perpendicularly on a support movable round its 
vertical axis. This support is terminated at the bottom b 
a circular base, furnished with three horizontal branches wit 
feet, which serve to keep firm the apparatus; of these three 
feet one, I, isscrewed and allows of the position of the system 
being regulated. 

On the circular base of the support are placed two hori- 
zontal terminals, D, E, insulated from the rest of the apparatus 
and only in communication with a circular metallic socket 
in the middle of which the support turns. In the latter is 
fixed a little plate of ebonite, F, with a metallic cincture, to 
which are fixed two contact springs, which insure electrical 
communication with the socket and the lower terminals in 
every position of the support. ? 

The copper tube, A, B, open at both ends, can receive at 
one of its extremities, A, a metallic cap with a circular dia- 
phragm, and at the other extremity, B, either a cap containing 
ascreen with across wire, or the selenium box shown at oat the 
bottom of the diagram. This selenium box is made of horn 
and slides easily into the opening, B, of the cylinder. It 
contains the plate of prepared selenium sheltered from the 
light by a little slide, which is opened or closed at will on the 
apparatus by a little button shown at P. It is besides fur- 
nished with two little terminals, H, connected to the plate of 
selenium and insulated from the rest of the system ; two 
insulated wires, G, coiled in a spiral, put these terminals, H, 
in contact with the two springs, and the lower terminals in 
all the positions of the tube, a, B, which is moved by the top 
button, c. 

From this description it follows that a battery current 
arriving by one of the terminals, D or E, will pass through 
one of the contact springs, one of the wires, G, and one of 
the terminals, H, to the plate of selenium, and will return by 
the corresponding course to the other terminal, E or D, fol- 
lowing, besides, all the movements of the tube, À, B. 

On one of the horizontal branches of the tripod is fixed a 
scale, also horizontal, one metre in length, the zero of which 
is in the vertical plane passing through the selenium plate. 
Along this divided scale slides a runner, M, bearing the 


candlestick in which is placed the standard light. This 
light is maintained fixed at the height of the axis of the 
tube, A, B ; its axis is in the vertical plane passing through 
the joint where the reading is taken, which allows its distance 
from the plate of selenium to be measured exactly. 

We can, also, by means of the screw shown near 1, in the 
foot of the apparatus, limit at will the course of the tube 
A, B, in the horizontal plane, and bring it without difficulty 
into such a position that the standard light may be in the 
prolongation of its axis. 


MoDE OF EMPLOYMENT. 


Installation of the Galvanometer.—The scale is placed 
beyond the direct action of the lamp, and in such a manner 
that the middle of it may be about in the direction and at 
the height of the axis of the galvanometer, at a distance of 
at least 0™. 5 from it (fig. 3). 
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Into the coil of the galvanometer is introduced the copper 
tube containing the mirror with magnets, and it is adjusted 
in such a manner that the suspending fibres of the mirror 
which serve as an axis of oscillation may be about vertical. 

The plane of the flattened flame of the petroleum lamp is 
made to coincide with that passing through the network and 
the centre of the lens (fig. 3). In order to arrive at it, we 
begin by taking away the prism appended to the galvano- 
meter, so that the luminous ray of the lamp may fall freely 
on a sheet of white paper placed at a distance of one to three 
metres, so that by a suitable displacement of the lens a 
shadow of the wire may be obtained. The lamp is made to 
slide until the shadow of the wire no longer presents 
chromatic edges. 


Seale 


1 Mirror 
Prism 


Fig. 4. 


The prism is then replaced, and is turned until the re- 
flected ray falls on the mirror with magnets, which is ascer- 
tained by looking directly at the mirror. The course of 
the reflected ray is then followed by the mirror, by means 
of a sheet of paper on which the ray is let to fall, and the 

rism is fixed in such a position that the light reflected 

y it falls in the middle of the mirror, and that the ray sent 
back by the latter passes back directly above the prism 
(fig. 4). By turning the screw, v, which is shown on the 
stand of the galvanometer (fig. 1), the ray is then brought 
to the height of the scale, and by causing the position of the 
directing magnet surmounting the galvanometer to vary, 
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it is made to arrive at any required division of the scale. 
Finally, the lens is made to slide until the shadow of the 
wire reflected on the lens is quite clear, and the tube of 
copper containing the mirror is turned until the shadow 
moves horizontally along the scale. — 

By raising or lowering the directing magnet, we increase 
or decrease at will the sensibility of the galvanometer, which 
can besides be arranged in any plane whatever. ei 

In the lantern, for the objective in which the wire is 
stretched, we can substitute another, forming a diaphragm 
in which a vertical slit is made. 


Employment of the Photometer. 


The selenium photometer is adjusted in such a manner 
that the movable tube, when it is perpendicular to the scale, 
may be directed towards the luminous source, the intensity 


Selenium tube 


Fia. 5. 


of which is to be measured (fig. 5). In order to arrive at 
this, the horn box containing the plate of selenium is taken 
away, and for it is substituted the socket, transparent at 
the bottom, with a cross wire, the front part of the tube 
being closed also by the diaphragm with the hole in the 
centre. The photometer is then turned in the direction of 
the luminous source until the shadow of the hole is projected 
on to the middle of the cross. Then the two abovenamed 
caps are taken away and the one at B is replaced by the 
selenium box. 

These operations having been performed, we connect in 
one circuit the galvanometer, the plate of selenium, and a 
battery of 12 or 24 elements, which is filled with acidulated 
water, but not put into action until the moment for its 
employment. 

As soon as the circuit is closed, a deviation of the galvano- 
meter is observed, and the spot of light often goes off the 
scale ; by adjusting the directing magnet, the reflection is 
brought back within the limits of the scale. 

Under the action of the light, the resistance of the 
selenium decreases, and consequently the deviation of the 
galvanometer produced by the current increases. The plate 
of selenium is exposed to the light by the open portion of 
the tube which is turned towards the luminous source to be 
measured, and by the opening of the little valve of the 
selenium box adjusted at the other end of the tube. 

We observe the deviation of the mirror corresponding to 
the resistance of the selenium influenced by the light ; then, 
by-causing the selenium tube to make exactly a quarter of a 
revolution—regulated by the screw, 1 (fig. 4)—it is directed 
towards the standard light, and the slide, M, is made to slide 
along the divided scale until the same deviation of the 
luminous point is obtained as before. By directing the 
selenium towards first one and then the other of the lumi- 
nous sources, observing the corresponding deviations, and 
causing the distance of the standard light to vary along the 
rule, we find the distance at which the two sources of light 
produce the same effect on the selenium. These variations 
of resistance are very rapid. The distance of the plate of 
selenium from the light to be measured being known, and 
the luminous intensities being in inverse ratio to the 
squares of the distances, a simple reading of the divided 
scale enables the relative lighting power of the light studied 
to be deduced immediately. But, as we said at the com- 


mencement of this article, the selenium photometer is only 
strictly accurate when lights of the same colour are 


[This article was written for La Lumière Electrique, by 
M. E. Boistel, who is, we believe, the manager of Messrs. 
Siemens Brothers’ establishment in Paris.] 


THE SOCIETY OF TELEGRAPH EN- 
GINEERS AND OF ELECTRICIANS. 


On the 11st inst., by the kind permission of Brigadier 

General Sir Evelyn Wood, V.C., G.C.M.G., K.C.B., com- 
manding the Chatham District, and of the Commandant 
of the School of Military Engineering, Chatham, a reception 
was held at the latter at Ben by Lieut.-Colonel Webber, R.E., 
the president of the above society. A large number of guests 
availed themselves of the invitation. After a luncheon at the 
Royal Engineers’ officers’ mess, a short lecture on torpedo 
warfare was delivered in the theatre by Major ARMSTRONG, 
R.E. The lecturer explained the various systems of torpedo 
defence at present in use. The firing of the fuses was 
either accomplished by low or high tension electricity. In 
order to make aclear distinction in the ap us, that which 
was an. yr de for low tension firing was coloured white ; this 
included the various cases for holding the explosive materials. 
The apparatus, &c., for high tension firing was all coloured 
black. By this arrangement the various kinds of stores 
were not liable to become mixed up accidentally. The 
cases were partially painted red 
as a distinguishing mark. The nature of gun-cotton 
was explained by experiment, and it was shown that 
a form of the cotton which would only burn silently when 
ignited by the direct action of flame, could be exploded by 
a detonating fuse. The action of the “ contact makers” in 
floating torpedoes was pointed out and practically illustrated. 
Major ARMSTRONG, in alluding to the exhibit by the War 
Department of torpedo apparatus at the Crystal Palace, said 
that the display might have been much greater if it had not 
been considered unadvisable to make too public many of the 
inventions devised. 

The guests were next conducted over the schools of 
electricity, photography, chemistry, architecture, &c., and 
were also shown the various field operations, such as bridge 
and earthwork construction, the demolition of railway 
tracks, the firing of mines, both under water and under 
a the former especially producing a very magnificent 
effect. 

The impression given was that the whole system of 
practical military instruction was very complete. It is, 
perhaps, needless to state that the whole party were much 
pleased with their visit, and with the extreme courtesy 
they received from the officers of the corps. 


CORRESPONDENCE. 


TO CORRESPONDENTS. 


No notice can be taken of anonymous communications. "Whatever 
is intended for insertion must be authenticated by the name and 
address of the writer, not necessarily for publication, but as a 
guarantee of good faith. 


Correspondence should arrive not later than Tuesday morning if it is 
desired to appear in the following number. 


FIRE RISKS FROM THE ELECTRIC LIGHT. 
To the Editors of THE ELECTRICAL REVIEW. 


Srrs,—Can you find room for the following sketch of the 
certain consequences attendant upon the carrying out of the 
wonderful sections 8 and 9 of the regulations for the preven- 
tion of fire risks arising from electric lighting ? Of the other 
sections I can but express my astonishment that such an 
eminent assemblage of scientific men should have deliberated 
to so little purpose and produced nothing but commonplace 
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hrases. It is evident that not one practical man was asked 
for an opinion. | 

Scene, large jeweller’s shop in Bond Street ; time, afternoon 
in the month of November, a regular black fog outside, electric 
lights turned on (fitted up according to the 21st section of 
the regulations against risk by fire), and very much to the 
satisfaction of the proprietor, making him feel very safe. 
Enter lady, stylishly dressed. Shopman, bowing and 
rubbing his hands, either from custom or cold (the electric 
light doesn’t give out any heat) : 

“ What can I have the pleasure of showing you to-day, 
L am ? ” 

Lady : “I should like to see some diamond parures.” 
Shopman brings out some six. cases of magnificent orna- 
ments, and inwardly. chuckles that the electric light has 
“ fetched ” this customer. 

“ Magnificent ! unrivalled !—worth 4,000 guineas; the 
Duchess of S—— can’t match them.” 

Sections 8 and 9 take effect. The shopman hears the 
rustling of a dress, the creaking of a door. The conse- 
quences flash across his mind and he rushes round the 
counter, over a judiciously-placed chair, with his proboscis 
against a plate-glass case. With the shock the five words— 
“ D— the rules and regulations !”—are jerked out of him. 
£10,000 are gone! lectric light companies are at a 
discount, and dear old Gas taken into favour again. 

The committee must have slept the last four years. 
What has been the aim of all electricians? To make the 
light reliable, and here are rules, framed by clever men, to 


m 


. make what has been accomplished nugatory. 


Your leader is sensible and in the right direction ; it is a 
pity the committee couldn’t have it before their eyes ; we 
should then have been spared such a poor exhibition. 

I remain, Sirs, 
Yours obediently, 
E. A. PARIS. 

Shepherd’s Bush, W., July 8th, 1882. 


A NEW USE FOR INCANDESCENT LAMPS. 
To the Editors of THE ELEcTRICAL REVIEW. 


SIRS,—It is a well-known fact that in many countries 
night fishermen use lights to attract the fish towards the 
nets or other appliances for catching them. To carry this 
idea out to perfection, our fishermen must have an incan- 
descent lamp (supplied from an accumulator carried in 
their boats), attached to the nets as they cast them into the 
water. It is a very common occurrence for one of our 


fishing boats in Scotland to catch in a single night herrings 


to the value of one hundred pounds, and I think I am 
correct in saying that a special committee appointed lately 
to inquire into fishery matters, agreed from evidence that 
there were as many fish in the sea now as in the days of our 
forefathers, so that there seems to be no fear of the supply 
running short. Would it not, therefore, be wise for some 
enterprising individual or company to make experiments in 
this line ? 

Speaking from some knowledge of both subjects, I believe 
the idea to be a perfectly practicable one. 

I am, yours faithfully, 
DENSHIN. 


ELECTRIC LIGHTING FOR STREETS. 
To the Editors of Tue ELECTRICAL REVIEW. 


SIRS,—Touching remarks by Col. Haywood on the light- 
ing of the Holborn ;Viaduct by the Edison Incandescent 
Light, I would observe that 1 presume” the Colonel likes 
the lighting because it is very “ gas-like,” save that the 
latter has the advantage. I consider the Viaduct far better 
lighted by gas than by the small electric lamp. The spoiling 
of walls and furniture does not here apply, and the two being 
nearly equal in illuminating power, gas is decidedly the best 
for the purpose ; but in the matter of street lighting, we 
want more light—very much more light. Same applies to 
railway stations ; and I may here mention that since the 
District Railway at Charing Cross has been lighted by elec- 
tricity no accidents have occurred ; prior to such they were 
not unfrequent—I allude to passengers stumbling in getting 
in and out of the train for want of sufficient light. 


Over near three years ago the Holborn Viaduct was lighted 
by the Jablochkoff system. Col. Haywood then pro- 
nounced it beautiful, but too expensive. At that date it 
cost 64d. per light per hour: same price was charged the 
Metropolitan Board of Works for the Embankment. Ex- 
cessive cost caused the City authorities to discontinue the 
light ; the Board continued, and, by a gradual reduction, 
have now arrived at 14d. per light per hour for a lamp 
giving 880 candle-power. The street lamp gas-lighted costs 
4d. per hour for 10 candle-power. The calculation is easy. 

If the Holborn Viaduct is to be lighted by electricity let 
it he by an are lamp, by which much more light will be 
afforded ; not by an electric light which in every feature as 
nearly as possible resembles gas. We live in an age of 
improvement, and desire to be further enlightened. By all 
means let us have Sugg’s grand burner, if not too expen- 
sive ; but do not attempt to light great thoroughfares by an 
electric lamp which in candle-power is not superior to the 
ordinary gas-lamp of the past decade. 

ELECTRON. 


July 11th, 1882. 


DOLBEAR TELEPHONE: A CRITICISM 
CRITICISED. 


To the Editors of Tue ELECTRICAL REVIEW. 


Sirs,—In a recent number of this journal (June 24th) 
an article appeared from La Lumière Electrique, in which 
Count du Moncel takes occasion to criticise a paper read 
March 28rd, 1882, by. Prof. A. E. Dolbear, before the 
Society of Telegraph Engineers. 

Prof. Silvanus Thompson has, in the 1st July issue, very 
ably responded to a part of the statements made by the 
Count du Moncel, viz., that part relating to the early his- 
tory of the Reiss telephone. There are also other state- 
ments of the Count which it does not seem desirable to 
have remain unchallenged. 

In conelusion he says :—‘“ But I think it is as well to 
remark that ‘Mr.’ Dolbear, in calling his apparatus a 
novelty is in error. In the first place, the production of 
sounds by a condenser was not new, inasmuch as Mr. 
Dolbear himself, in his historical account, alludes to it, and 
what would be new would be the possibility of reproducing 
speech in this way ; but it is Mr. Herz who obtained this 
result first, at the commencement of the year 1880.” 

The fact that sounds may be produced by a condenser 
having been widely known for so long a time, it seems strange 


that a writer upon scientific subjects should think it necessary — 


to state that the idea is not a new one. As the writer under- 
stands the claims of Prof. Dolbear they are as follows :—(a.) 
The first to conceive the possibility of reproducing speech by 
means of condensers. (0.) First to accomplish it by experi- 
ments. (c.) First to produce a practical speaking telephone 
oe upon those principles. These claims are still main- 
tained. 

In reply to this the Count says, “ But it is Mr. Herz who 
obtained this result (the reproduction of speech) first, at the 
commencement of the year 1880.” 

This remarkable statement assumes, Ist, that its author is 
well aware of the time when Prof. Dolbear first accomplished 
this; and, 2nd, that it was done at a date subsequent to the 
one above mentioned. 

As a matter of fact the Count du Moncel knows nothing 
of the kind ; nor has he ever had any adequate means of 
knowing. 

It behoves the noble Count to be more cautious how he 
indulges in such unguarded statements. The “ impartial 
historian ”’ does not assume facts and draw conclusions there- 
from which suit his own convenience, nor will swch conclu- 
sions ever receive the title of “legal perorations.” 

Granting that the experiments attributed to Mr. Herz 
were made, as stated, as early as the commencement of the 
year 1880, the work was not new. 

The Dolbear condenser telephone dates are prior to that ; 
indeed the instrument was even then in almost, if not quite, 
its present perfected shape. | 

Very many persons had admired its clear and perfect 
enunciation. 

Business men had become interested in it previous to 
this time and had embarked in the enterprise of bringing it 


| 
| 
| 
| 
| | 
| x 
| 
| | 
| | 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 


D er: 


JULY 15, 1882.] 


THE TELEGRAPHIC JOURNAL AND 


ELECTRICAL REVIEW. 33 


into public use. Precautions were taken to have ample 
proof of all this, with signatures and dates upon apparatus 
with properly certified affidavits, &c., &c. 

For the present, for reasons which already appear to have 
been good and sufficient ones, those dates are withheld. 
But the evidence and much more will at the proper 
time and place be produced. We all know how easy it 
is to have some abandoned experiment or vague idea 
by the ultimate success of that idea. To illustrate :— 

The Count says—“‘On June 2nd, 1875, Mr. Bell had 
thought of this substitution (permanent ‘magnet for electro- 
magnet), and if this savant had not put this into practice in 
the apparatus exhibited by him at Philadelphia, in June, 
1876, it is because he expected to obtain more powerful 
effects by a system in which the magnetic organisation was 
formed by an electro-magnet (strongly magnetised by a con- 
tinuous current) than by a system formed by a simple = 
manent magnet of steel.” Granting, for the time, that Mr. 
Bell did in June, 1875, conceive the idea that he could use 
a permanent magnet im place of a battery, that idea was, 
after deliberate reasoning, abandoned by its author as 
worthless. 

This lost idea added nothing to the sum of human wisdom. 
It might as well never have been—indeed better ; because 
it leads to a fixed erroneous opinion. Such opinions, like 
false theories and formule in science, are only productive of 
evil. 

In order that Mr. Bell might recover this idea, one of 
two things must first happen. Its truth must be forced 
upon him by accident during his es or, having 
obtained a more complete knowledge of his subject, he must, 
with the new data, reconstruct his previous opinions. It 
is generally admitted that abandoned experiments are to be 
disregarded, because of no use toany one. How much more 
so an abandoned idea which its author discards. One is 
reminded of the drowning man and the straw when such 
oe are woven into what purports to be an historical 
abric. 

As the second earliest — in this unique line 
of discovery, Count da Moncel brings forward Mr. 
Dunand in the following words—‘ Mr. Dunand, of 
whom Mr. Dolbear was so careful to A tors in the 
month of September of the same year, obtained very 
important results in consequence of principles precisely 
contrary to those laid down by Mr. Dolbear. Thus, by 
means of eleven small condensers, formed of sheets of paper 
of small dimensions and very numerous, joined up in quan- 
tity and arranged fan fashion, he succeeded in transmitting 
speech sufficiently powerfully to be heard at a distance of 
two or three metres from the instrument. It is true that he 
employed two batteries, one of which, that destined to 
polarise the plates, was very powerful ; but these experi- 
ments show that the theoretical ideas of Mr. Dolbear cannot 
be accepted without great reserve.” 

It is not worth while at the present time to discuss the 
molecular and mass motion theories for explaining the action 
of telephonic diaphragms ; however, notwithstanding the 
Count has for years diligently advocated the former, very 
many, and probably the majority of eminent physicists 
believe the latter to be the true explanation. 

Another of Prof. Dolbear’s theoretical ideas is as follows:— 

“ In my opinion the greater the number (of plates) em- 
ployed the less effective will be the telephone of this kind.” 

That opinion was the result of long series of experiments 
many times repeated, and under all conceivable conditions. 
The Count states, as something astonishing, that speech, 
could be heard two or three metres, although he admits that 
the apparatus was somewhat elaborate. Prof. Dolbear says, 
in that very communication, that he has been enabled to 
hear speech at a distance of 50 ft. The writer can assure 
the readers of this journal that the Professor’s statement 
was far within bounds, as could be testified by hundreds 
who have heard it at that distance. Doubtless Mr. Dunand 
has done some excellent work in this line; but it is 
yet to be shown that he is a pioneer in the business. 

In referring to the practical use of any telephonic system, 
even at the present day, Prof. Dolbear took occasion to say 
that it is necessary to inclose the instrument in a case in 
order that the air waves might be concentrated upon the ear. 


| Touching upon this point, the Count feels “ obliged to sa 
to ‘Mr.’ Dolbear that there exist telephonic receivers whic 


are susceptible of being heard at a distance!” To one 
familiar with the immense number of experiments which 
Prof. Dolbear has performed in this line, with all kinds of, 
and systems of, eee and in the light of the astonishing 
results which he has obtained the statement which Count du 
Moncel feels obliged to make to “ Mr.” Dolbear is ludicrous 
in the extreme. 

By the way, why is it that the eminent Count, who is 
generally so courteous, fails to give him his usual title ? 
Prof. Delbear has for many years occupied a professor’s 
chair in the highest me HE | institutions in America. 

If Count du Moncel will write with a fair and unbiassed 

n, the eminent men belonging to the Society of Electrical 

ngineers, many of whom have ever shown the liveliest 
interest in original scientific work from every source, will, 
doubtless, be only too willing to have him eradicate that 
“complete ignorance” of the host of distinguished savants 
have occupied themselves in the question of the tele- 

one. 
3 I trust the time will come when Count du Moncel will not 
pa: a À either a “real or voluntary” forgetfulness of the 


just c of any one. 
HENRY C. BUCK. 


NOTES. 


Il 


— eo 


TELEPHONE EXCHANGE CALL System.—Through the 
courtesy of Mr. G. Edward Smith, of Boston, Mass., United 
States of America, we are enabled to give a full description 
(see p. 24) of a telephone exchange call system, the 
invention of Mr. Kettell, of Worcester, Mass., U.S.A., 
which enables a number of subscribers to be put in com- 
munication with a central exchange by means of one wire 
only. The apparatus is considerably in advance of anything 
of the kind yet brought out, and as we have had an oppor- 
tunity of seeing it actually in action, we can testify that it 
can do all that is claimed for it. In view of the extending 
use of the telephone, the apparatus of Mr. Kettell is one 
worthy of consideration. a rule, the number of sub- 
scribers that can safely be placed on one circuit is about 
eight ; that is, with the mechanisms of the apparatus arranged 
so that the wheels, # and w,, revolve once in a minute. 
Now, the angles at which the contact arms on the wheel, w, 
make contact with the spring, 8, differ only by a few 
degrees in each instrument, and as it is important that the 
contact arms in one instrument be quite clear of the 
spring, 8, before the corresponding arm in the next instru- 
ment makes contact in its turn with its own spring, there is 
a danger of the contact being made in one instrument 
before contact is broken in the previous one if the angles 


are made too small ; consequently it is not advisable to have 


too many contacts. If the angles are increased, then the 
time occupied by the clock-work in passing through the 
whole series of contacts will be proportionally lengthened, 
which would cause a delay which is unadvisable. With 
eight subscribers the clock-work need not run longer than 
one-third of a minute, and it is not advisable to exceed this 
time, except in special cases. 

If time is of no consequence, there is, of course, almost no 
limit to the number of subscribers that can be looped on one 
circuit. 

In conclusion, we would state that the invention of Mr. 
Kettell is certainly the most satisfactory solution of the 
problem in question which has yet been brought out, and 
the fact of its being practically used, and with perfect 
success, is a sufficient proof of its value. 


THE TFLEPHONE.—We read in the Electrician of New 
York that on the evening of Friday, June 23rd, Professor 
Dolbear lectured on “ The Developments of the Telephone ” 
before the Electrical Society of New York. hen in 
Europe the Professor met the assistant of Reiss, who said 
that, as a matter of fact, the Reiss telephone actually did 
transmit words and sentences. ‘ 


TELEPHONES.—Under this heading the following notice 
has appeared in several of the Scottish daily newspapers :— 
“ The Bell Telephones supplied by us to various persons in 
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Scotland were purchased from the owners of the Bell 
patents, and the holders of them are requested to disregard 
the circulars and other communications received from the 
United Telephone Company (Limited), and to communicate 
with us—Messrs. Tasker Sons and Company, Sheffield.” 


Tur InpucropHoNe.—A letter by C. O. Mailloux appears 
in the July number of the Zlectrician of New York on the 
above subject, in which the writer refers to a particular ex- 
periment made by him in July and August last, when ge 
observations on the induction balance, which experiment 1 


him to notice all that Mr. Willoughby Smith has recently — 


described. | 


CANDLE Power or Exectric Lamps.—It would be well 
to remember in the future that the 2,000 candle power 
Brush lamp, as employed in the City lighting, is stated 
to give that amount of light when naked, but as covered 
with a globe this light is reduced 50 per cent., or to 1,000 
candles. The Weston lamp, for the same purpose, is stated 
to give 1,600 candle power naked, and about 1,000 when 
enclosed, the globe only reducing the light from 30 to 40 
per cent. The smaller Siemens lamps, which were stated to 
give 800 candle-power each, must be understood to mean 
when enclosed in their globes. 


STREET ACCIDENT FROM ELECTRIC LIGHTING.—We 
notice in the Times of the 8th inst. and also in the Brighton 
papers an account of a men accident which took place 
at the above town on the evening of the 7th inst. While 
the members of the local Volunteer Fire Brigade were pro- 
ceeding up North Road with their fire-escape it came in 
contact with the electric light wire overhead, and the 
electric fluid descending the wirework of the escape caused 
those Volunteers who had control to loose their hold. 
Another member, thinking the machine was falling, gras 
the steering rod, and received the full force of the electricity, 
which was so powerful as to bend him double, and disable 
him for upwards of an hour.. We are under the impression 
that the system of electric lighting employed where this 
accident occurred is that of the “ Brush.” 


ELECTRIC Lamps FOR LARGE Spaces.—During the 
earlier stages of the City experiments with the Siemens’ 
large lights they were kept at an altitude of 70 feet above 
the road and the light enclosed in a globe of clear glass. It 
was afterwards found that a more advantageous effect was 
produced by reducing the height above ground to 40 feet 
and employing opal globes for the lamps. 


THE Epison Ececrric Lieut.—The City Engineer thus 
speaks of Edison's light in his report to the Commissioners 
of Sewers :— 

“The Holborn Viaduct is at the present time lighted 
experimentally by the Edison Company, who have placed 
two incandescent lamps in each gas lantern, each lamp, as 
stated by the company, giving about the same light as an 
ordinary gas lamp, and the two, therefore, double the light 
of the gas lamp disused. No lamp is more than 66 feet 
distant from another. There is scarcely any part of the 
Viaduct which is better lighted than another ; there are no 
strong shadows to deceive the eye and the footstep ; there 
is no flickering and no material variation in illuminating 
power, so far as can be noticed by the ordinary observer, 
and the Viaduct is, for all practical purposes, well lighted. 

“This Edison experiment will, when terminated, be 
specially reported on, and is only referred to here to assist 
in the consideration of the advantages derivable from the 
great volume of light given by the arc light compared with 
that given by the ordinary gas lighting, the incandescent 
lamps on the Viaduct being arranged on the same principle 
as the gas lighting, and aiming at uniform distribution 
of light over the public ways.” 


THE JEWS AND THE ELECTRIC LIGHT.—A singular 
difficulty has arisen in regard to Jewish speculation in the 
electric light. It is asserted that as no orthodox Hebrew will 
touch fire or light on the Sabbath (a circumstance not 


ce known), the Jewish Chronicle has been asked to 
ecide whether the electric light is unlawful. The editor 
apparently found himself on the horns of a dilemma, for all 
he could say was, no orthodox Jewish minister would be 
re to answer the question. If this be s0, it may well 

presumed that the financial Jew will feel at liberty 
to use his own discretion. 


Te Ligat at LiVERPOOL.—We understand 
that the Pilsen and Joel Company are now placing the 
Pilsen arc lamp in Mr. W. Lea’s music and pianoforte ware- 
house at Liverpool. 


Tue PILSEN Arc Lamp.—We understand that the Pilsen 
lamps recently fitted up in Messrs. Baker’s premises, High 
Holborn, and also at Me: srs. Crisps, of Holloway, are now 
to be seen nightly in operation. 


ELECTRICAL ACCUMULATORS.—We hear that the Ham- 
mond Electric Light and Power Supply Company has ac- 
quired the right to manufacture and sell Donnithorne’s 
accumulators for the United Kingdom, and thatthe “ Pilsen ”- 
“ Joel” Company has also acquired the right to purchase a 
secondary battery patented by Woodley and Joel. 


TELEGRAPHIC INTERRUPTION WITH ALEXANDRIA.—The 
Eastern Telegraph Company announced on Monday last 
that their cable ship Chiltern had put to sea from Alexan- 
dria to pick up the cable, and that all commercial telegrams 
with Alexandria were stopped. A later telegram, received 
by the company from their steamer Chiltern, stated that she 
was in communication with Malta and Cyprus, acting under 
Admiral Seymour's orders. 

The Eastern Company have arranged to place a floating 
oe off Suez to keep up communication during hosti- 

ities. | 


THE EASTERN TELEGRAPH Company.—We observe in 
the Standard of last Wednesday the following interesting 
notes concerning the above company’s work at Alexandria. 
The English public has much reason to be indebted te the 
Eastern Telegraph Company for the admirable manner in 
which, under circumstances of the greatest difficulty, the 
telegraphic service between Alexandria and London has 
been maintained. It deserves to be mentioned that the 
telegram which we published in our second edition yesterday 
morning, announcing the commencement of the bombard- 
ment, was despatched from her Majesty’s ship Znvincible at 
forty minutes past seven a.m., and was received in London 
at five minutes past six a.m. (the difference in the time 
between Alexandria and London being as nearly as may be 
two hours), so that the message reached this office within 
about thirty-five minutes from the time it was despatched 
from Alexandria. The verbal accuracy, too, with which 
the messages are transmitted deserves the highest praise. 

At present the Eastern Telegraph Company’s ship is 
moored about four miles from Alexandria, and has on board 
the cables by which she can communicate with Malta and 
Cyprus. The land lines in Egypt are now cut, and the 
Company has moored a large lighter, with their staff on 
board, three miles from the shore at Suez, from where they 
can telegraph to Aden and Bombay. ‘Telegrams are coming 
from Suez round by Bombay and the Indo-European line 
through Persia, and going round back to the Company’s 
floating station at Alexandria. 

An interesting telephonic experiment was tried yesterday 
at Malta, during the bombardment of the forts at Alexan- 
dria. A telephone was attached at Malta to the Alexandria 
cable, and connection was made with the other end of the 
cable on board the Chiltern, off Alexandria. It was found 
that, owing either to the distance, or to the vibration caused 
by the firing, it was impracticable to send a verbal message, 
but the firing at Alexandria was distinctly heard, through 
a telephone, at Malta—a distance of more than a thousand 
miles. 


PROTECTING THE TELEGRAPH SHIP “ CHILTERN.”— 
After the bombardment of Tuesday, Admiral Sir Beauchamp 
Seymour, considering the position of the Chiltern not 
altogether secure, gave orders for a vessel to cruise round 
her for her protection. 
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Tue Mutt TEeLEGRAPH CABLE.—A great deal of incon- 
venience having been experienced in the island of Mull, 
owing to the telegraph cable between the mainland and the 
island being broken, strong representations were made to 
the Postmaster-General. These representations have not 
been in vain, as Mr. Fawcett, replying to Lord Colin 
Campbell, under date July 5th, says :—“ I am happy to tell 
you that the Department has secured the services of a shi 
to effect repairs to the Mull cable, and that the vessel w 
be despatched in a few days.” 


THE AMALGAMATION OF THE ENTIRE TELEGRAPHIC 
System OF CANADA LEGALISED.—From the New York 
Journal of the Telegraph we observe that in the Senate of 
Canada, at Ottawa, on May 4th, the Act recently passed by 
the House of Commons legalising the amalgamation of the 
entire telegraphic system of the Dominion, under the 
charter of the Great North-Western Telegraph Company, of 
which Mr. Erastus Wiman, of New York, is president, was 
passed by.a vote of 35to11. This consolidation was con- 
summated some time ago, under the auspices of the Western 
Union Company, which by the privileges now granted to its 
annex, the Great North-Western Telegraph Company, has 
secured several substantial and important advantages. The 
rate in Canada for the past two years under competition has 
been twenty cents for ten words, irrespective of distance. 
But this rate has been successfully advanced 20 per cent. to 
twenty-five Icents, and is now legalised in such a manner as 
to make it almost absolutely permanent. Au attempt to 
make it otherwise, should the profits be exorbitant, was 
proposed in an amendment, of which the following was the 
concluding sentence :—“ No Act of Parliament reducing the 
maximum rate herein provided shall be deemed an infringe- 
ment of the privileges granted by this Act.” This amend- 
ment was voted down by a large majority, all the members 
of the Government voting against it, Parliament thus prac- 
tically affirming the arrangement made with the combined 
telegraph companies. An amendment to make the rate 
twenty cents for ten words received an emphatic quietus of 
99 to 48, so that in every way the Commons indicated a 
disposition to give the contracting companies a sufficiently 
remunerative rate not only to do the work well but also to 
make some money. 


New ATLANTIC CABLES.—We hear that the prospectuses 
are ready for issue of a new company, which is to lay two 
cables across the Atlantic. These cables are to be manu- 
factured by the Henley’s Telegraph Works Company, and 
when laid the so pee. mag a tariff is to be 9d. per word. 

With two fresh cables by the above company, and two, as 
mentioned last week, to be made and put down by the India- 
rubber Company, tariffs between England and America 
should in the future rule low. | 


CENTRAL AND SOUTH AMERICAN TELEGRAPH COMPANY. 
—Panama, June 8th.—The W. T. and P. 8. 8. Company’s 
steamer Bolivar brought a number of young men for the 
service of the Central and South American Telegraph Com- 
pany on the coast. They are Messrs. Tracey, Pascod, Turner, 

arding, Coxen, Cranwell, Rowe, Cooke, Tiddy, Davey, 
Hoskings, MacLachlan, Barnes, Field, Atherton, and Brain. 
To only a few of these have stations been assigned, and on 
the arrival of the Silvertown, which may be expected here 
some time in the present week, Mr. J. B. Stearns, the 
general manager, now on board that vessel, will arrange the 
distribution of those now here where the necessities of the 
service may require. Another contingent sailed from Liver- 
pool by the ss. Cuban on the 25th ult., on the arrival of which 
a distribution of officers, electricians, assistants, &c., will be 
made from Lima to Tehuantepec. A Mr. Murphy, we are 
informed, will be the resident agent of the Company in this 
city, and to Mr. Stanley McNider, now in Guatemaia, will 
be confided the superintendence of the line from this place 
to Tehuantepec. Per ss. Dacia and ss. Silvertown the fol- 
lowing members of the Central and South American Tele- 
graph Company’s staff arrived on the coast :—Messrs. W. 


Kelly, J. Milne, W. Clarkson, H. F. H M. 
and Charles G. Murphy. 


TELEGRAPH STEAMER “ INTERNATIONAL.”—Since the 


ss. International has been chartered by the International 
Ocean Telegraph Company, of New York, to repair one of 
the Key West-Havana cables, belonging to that — : 
The India-Rubber, Gutta-Percha, and Telegraph ake 
Company received on the 4th inst. a telegram from Mr. 
Theophilus Smith, engineer-in-charge, announcing the safe 
arrival there on that day of the International. well on 
board. The Jnternational will start at once, with these 


repairs. 


AUTOMATIC TELEGRAPH.—Patent No. 259,226, filed in 
the United States of America Patent Office, November 8th, 
1881, by Gerritt Smith :— 

Brief.—When a perforation of the transmitting-strip is under the 
brush the larger battery is short-circuited, and a record is made at 
the receiving-station by the right-hand pen. When this short circuit 
is broken the larger battery overpowers the smaller, and a record is 
made on the other pen. Any polarised receiving-instrument may be 
substituted for the pen. | 


Claim.—The combination, substantially as hereinbefore set forth, of 
a pattern-strip having a single line of perforations, a circuit-closer 
brought into action by each perforation in said line in succession, two 
transmitting-batteries of unequal and contrary electromotive forces, 
and a receiving-instrument which responds to the action of currents 
of alternative polarity. 


Tue Exvecrric Licutine Bizz.—It is said that an effort 
will be made to carry the Electric Lighting Bill through 
Parliament before the adjournment. 


Exectric Lamp.—Patent No. 259,062, filed in the 
United States of America Patent Office, February 11th, 
1882, by Charles J. van Depoele :— 


Claim.—1. In an electric lamp, the combination with a confining- 
globe, a holding device, and conducting-wires, of a non-conductin 
medium connected with the wires, and provided upon its surface wi 
small particles of finely-divided conducting medium secured close 
together, but not in electrical contact, substantially as described. 

2. In an electric lamp, and in combination with the terminals, 4, 4, 
conductors, B, B, a confining globe, and a suitable support, the non- 
conducting medium, 0, provided with small particles of carbon not in 
electrical contact, substantially as described. 

3. In an electric lamp, the combination, with a non-conductin 
medium provided superficially with small particles of finely-divid 
conducting material not in electrical contact, of a glass globe enclos- 
ing said conducting and non-conducting mediums, and from which 
the air has been abstracted and replaced by some ee gas, 
and suitable electrical connections leading from the mediums withi 
the globe, substantially as described. 


SAFETY DEVICE FoR ELECTRIC Crrcuits. —- Patent 
No. 259,616. Filed in the United States of America 
Patent Office, January 5th, 1882, by Edward Weston. 

Brief.— When the paraffin, £, melts from the heat of the resistance 


it allows the springs, ¢ and c’, to separate and break the circuit before 
damage is done to the instruments in line. 


completion of the Mexican cables extension to Galveston, the 
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Claim.—1, The combination, with an electric circuit, of a wire or 
similar conducting medium of higher relative resistance than the 
conductors with which it is connected, a circuit interrupter, and a 
mass of fusible material surrounded by or in proximity to the wire of 
high resistance, and arranged to maintain the continuity of the 
circuit through the interrupter until softened by heat. 


2 Ina safety device for electric circuits, the combination, with a 
circuit interrupter, of a mass of highly fusible material for pre- 
venting the same from acting, and a resistance wire included in the 
circuit with the gg and in proximity to the fusible material, 
substantially as set forth. 

3. In a safety device for electric circuits, the combination of 
springs, ¢, ¢’, a mass of fusible material for maintaining the same in 
contact, and a resistance wire surrounding the fusible material, for 
the purpose set forth. 

4. The rod, £, or its equivalent, composed of a non-conductin 
substance, which softens at a low temperature, and powdered me 
for rendering the same a better conductor of heat. 


THE INSTITUTION OF CiviL ENGINEERS.—The Council 
of the Institution of Civil Engineers, London, have awarded 
to Mr. Alan Brebner, junior, B. Sc., University of Edin- 
burgh, the Miller Scholarship of £40 yearly for three years, 
for a paper on “New Forms of Dioptric Apparatus for 
Electric and other Flashing Lights.” 


NOTES ON THE Law AND PRACTICE RELATING TO LETTERS 
PaTENT FOR INVENTIONS.—Our readers will doubtless re- 
member that we published a short time since in the ELEc- 
TRICAL REVIEW a series of articles on the above subject by 
Mr. T. J. Handford. These have now been reprinted by 
that gentleman with alterations and additions, and the 
complete pamphlet may now be obtained at his office, 42, 
Scathenaphen uildings, Chancery Lane. 


ELECTRICAL PATENTS.—During the half year from July 
to December, 1881, 394 electrical patents were taken out 
in the United States of America Patent Office. Of these 
forty-eight are credited to T. A. Edison, and are mostly 
assi to the Edison Electric Light Company of New 
York. 


ANOTHER APPLICATION OF ELECTRICITY.—A new elec- 
trical instrument, devised by Captain M’Evoy, is likely to 
be of considerable value in submarine operations, such as 
searching for torpedoes, sunken vessels, lost anchors, &c., 
and it may be that submarine telegraph cable work may be 
aided by itsemployment. The invention is based on the 
induction balance of Professor Hughes. The instrument 
is so arranged that when let down by means of a cable to 
the bottom of the ocean, the operator, who is listening to 
a telephone, hears a loud noise when the case containing the 
apparatus is brought within the influence of the submerged 
metallic body. 


ACCIDENT TO A TELEGRAPH LINEMAN. — A lineman 
named Thomas Gowrie, in the employment of the North 
British Railway Company, met with an accident on Saturday 
last, while repairing a wire at Abbeyhill Station, Edinburgh. 
When Gowrie was on the top of a pole it broke at the 
bottom, causing him to fall to the ground, whereby he sus- 
tained a fracture of the right thigh. 


NEW COMPANY REGISTERED. 


J. B. ROGERS ELECTRIC LIGHT AND POWER CoMPANY 
(LIMITED).—Capital, £510,000, divided into 100,000 A or 
10 per cent. cumulative preference shares and 2,000 B or 
deferred shares of £5 each. Objects: To purchase the 
letters patent of Mr. John Banting Rogers, electrical 
engineer, of 47, Holborn Viaduct. The consideration is 
£20,000 cash, the 2,000 deferred shares and 12,000 pre- 
ferred shares, such shares to be considered as fully paid up. 


| 


The plant, stock-in-trade, and other business property of 
the vendor will be purchased by the company for £20,000. 
Signatories : J. T. Lovering, 77, Gresham Street, 1,000 
shares; W. G. Rawlinson, 134, Cheapside, 100 shares ; 
T. F. Brooke, 157, Richmond Road, Hackney, 20 shares ; 
T. E. Nicholson, Highgate, 40 shares; OC. W. Harris, 14, 
Golden Lane, 20 shares ; J. J. Molyneux, Downs Park Road, 
Hackney, 20 shares; J. Chapman, 1, Gresham Buildings, 
20 shares ; B. Newstead, 100, Buckingham Road, Southgate 
Road, 20 shares; Henry Moore, 59, Bishopsgate Street 
Within, 100 shares. The signatories elect the first directors ; 
remuneration, £2,000 per annum. Registered 5th inst. by 
West, King & Adams, 66, Cannon Street. 


CITY NOTES. 


Broap STREET. 


THE EASTERN TELEGRAPH COMPANY 
(LIMITED). 


Txe report states that the company’s revenue for the six months 
ended 3lst March, 1882, amounted to £321,810 13s. 5d., from which 
are deducted £75,140 19s. 5d. for the ordinary expenses and 
£40,269 13s. 2d. for expenditure relating to repairs of cables during 
the half-year. After providing £2,585 1s. 4d. for income tax, there 
remains a balance of £203,814 19s. 6d., to which is added 
£29,504 9s. 6d. brought from the preceding half-year, making a total 
of £233,309 1s. From this amount there is deducted £22,726 9s. 2d. 
for interest on debentures ; £20,559 1s. 3d. for dividend to 31st March, 
1882, on the preference shares; and £75,000 placed to the general 
reserve fund; leaving a balance of £115,033 18s. 7d. The directors 
have, during the rw Bed paid an interim dividend of 14 per cent. 
on the ordinary shares for the quarter ending December, 1881. They 
now recommend the declaration of a final dividend for the year 
ended 31st March, 1882, of 2s. 6d. per share, and a bonus of ls. per 
share, both payable on the 14th instant, making, with the three previous 
payments on account, a total distribution for the year of 5} per cent. 
on the ordinary shares. The balance of £1,033 18s. 7d., shown at 
the foot of the revenue account, is proposed to be carried forward to 
the next half-year. The general reserve fund, after adding the in- 
terest received during the half-year, now amounts to £443,535 1s. 7d.; 
this, with the special reserves stated on the balance sheet, makes the 
total amount of reserves £490,816 14s. 6d. The revenue includes 
£19,500 received for the half-year upon the company’s shares in the 
Eastern and South African Telegraph Company. The reserve funds 
of that company now amount to £118,695 0s. 11d., and, in addition, 
the sum of £37,537 10s. is held by the trustees of the sinking fund 
for redemption of debentures. The revenue account also includes 
£2,600 dividend for the half-year on the shares of the Black Sea 
Telegraph Company, belonging to this company, by which the line 
is worked and maintained under agreement. 

The various sections of the company’s cables are in good working 
order, with the exception of the direct Lisbon line and the 1870 
Aden-Bombay cable. The Lisbon end of the direct cable has been 
recovered and buoyed, but the operations of the company’s ships on 
the northern end of the line have been delayed owing to the con- 
tinuance of very rough weather. The repairs to the Aden-Bombay 
cable have been deferred during the prevalence of the south-west 
monsoon. Owing to the disturbed state of affairs in Egypt the 
directors, acting in accord with Her Majesty’s Government, have 
made arrangements to secure telegraphic communication with the 
fleet at Alexandria in case the connection with the shore should be © 
interrupted. The ss. Chiltern has been brought from her station in 
the Red Sea to Alexandria, and is now there in readiness for further 
requirements. 

A concession has been granted by the Emperor of Austria for the 
laying of a submarine telegraph cable between Trieste and Corfu. 
The cable has recently been laid by the Telegraph Construction and 
Maintenance Company, thus placing Austria, Hungary, and the 
central part of Europe in direct submarine telegraphic communication 
with this company’s cables in the Mediterranean and Levant. The 
concession is exclusive for twenty years, and entitles the holders 
preferentially to the transmission of all official messages and to all 
private messages not specially directed to be sent by another route. 
As stated at the last ordinary general meeting, the Board have made 
arrangements for taking over the line and concession, and a resolu- 
tion will be submitted to the extraordinary meeting empowering the 
directors to do so at a price not exceeding £67,000. 

The directors have concluded an arrangement with the Turkish 
Government for the re-establishment of the connection, by telegraph 
cable, between Malta and the Regency of Tripoli, a distance of 220 
miles. The cost will be about £25,000. A resolution will be sub- 
mitted to the extraordinary meeting approving the arrangement. 

On Thursday last the twentieth half-yearly general meeting of 
the above company was held in the City Terminus Hotel, Cannon 
Street, John Pender, Esq., M.P., chairman of the company, presiding. 
There was a large attendance of shareholders. 

The Secretary, Mr. George Draper, having read the notice con- 
vening the meeting, and the minutes of last meeting having likewise 
been read and approved, the report was taken as read, after which, 

The Chairman said that he should as usual refer to some items in 
the report, so that they might have a more correct idea of the working 
of their system during the past six months. Various items of the 
report were then gone over in detail. He was sorry, he aid, that 


| | 
| j= 
| | 
| 
| 
| 
| 
| 3 
| 
i 
| | 


THE TELEGRAPHIC JOURNAL AND 


JULY 15, 1882.] 


ELECTRICAL REVIEW. | 37 


during the year such a large sum had been necessarily spent for 
repairs to cables. That expenditure had amounted to £40,269, 
as against £29,942 for the previous year. He could hardly think 
that much exception could be taken to expenditure which was pre- 
serving their system in such a thoroughly efficient state. The in- 
crease of expenditure on salaries and wages (amounting to £5,382 
had been owing to increased grants made to the principal clerks an 
officers of the company, in accordance with a previous resolution 
that so soon as the traffic reached half a million such increase 
would be granted. The travelling expenses had also been heavy, 
owing to the fact that a large number of their staff had now 
become entitled to leave of absence after periods of five or six 
years’ foreign service. After commenting on other of the sub- 
ordinate details, the Chairman said that having made those 
remarks on particular points of the report, he thought he might 
make a few general remarks which would be interesting to the share- 
holders. He continued: The first is as to the state of our cables. 
Well, during the last year we have had more than an ordinary 
amount of repairs to make, more particularly in the Bay of Biscay. 
We have had two steamers at work there, and it is, perhaps, the 
most prolonged repairs we have yet entered upon. But reading as I 
have, morning after morning, that the ships were obli to run into 
harbour on account of the weather, I impute to the rough and 
continuously bad weather, the cause of the delay incurred in 
carrying out these repairs. We have received a communication 
only this morning from the captain of the John Pender, which 
is very satisfactory as far as it goes, though it would have 
been much more satisfactory had it announced that the cable 
had been repaired. However, he states that they are in harbour now 
through stress of weather, ‘but on the next occasion I propose 
grappling in 2,500 fathoms of water, over a splendid bottom ; and, 
weather and sea permitting, I have every hope of being able to com- 
Fr. the repairs, as the cable is apparently in good condition.’’ 
may tell you that last week they had the cable on board the 
vessel from 2,154 fathoms of water, but the ship lurched and the 
cable went over. That was an accident that will occur, but it 
shows you, gentlemen, that we can really grapple a cable; and a 
thing is not lost if you know how to find it. ow, gentlemen, I 
hope any morning now, as we are likely to have finer weather, to 
hear news that the cable has been repaired. The next remark I have 
to make is as to the state of our cables in the Red Sea. We had 
two faults there in the Bombay cable. We have repaired one cable, 
the other fault we were going on to repair, but it so happened that 
at that moment the state of affairs in Egypt necessitated the 
bringing our steamer Chiltern, which generally is occupied in 
repairs of that nature, to Alexandria; and I think that those who 
are watching the state of affairs in Egypt will observe that the 
Chiltern has done a very great deal of good work (hear, hear). We 
may congratulate ourselves that without the Chiltern you would not 
have the same amount of news, and the Government would not have 
been able to guide and direct affairs as they have done, had it not 
been through the Eastern Telegraph system. The Chiltern, I may 
say, we have placed under the orders of Sir Beauchamp Seymour, 
the British Admiral, and she is now still doing good work, but I 
am sorry to say that the state of things in Alexandria has 
interrupted our system across the isthmus. Yesterday morn- 
ing that interruption took place; but you need not be alarmed, 
because, from the foresight of your directors, we entered into a 
joint-purse arrangement some few years ago with the Indo-European 
Company that will carry us on till our connection with the East is 
re-established. I believe that the result of this crisis will be in all 
DORE to give us increased security in our connection with the 
t. ter stating that the Lipari cable was in the most satisfactory 
condition, Mr. Pender said: There is another point to which I desire 
to draw attention, that is the Trieste-Corfu cable. We have made such 
arrangements in connection with that cable as will be brought before 
you to-day by a resolution, to secure an incorporation of it with our 
system, which, I may say, is very important for us, looking to the 
great number of telegraphs which we have got in the Levant, that 
we should hold any new works of this kind in our own hands. At 
the extraordinary meeting, therefore, a resolution will be put to you 
—which I hope you will approve—which will enable us to secure the 
Trieste-Corfu Egyptian cable for ourselves. There is another 
concession to which I would also draw attention, and that is 
the Tripoli concession. That was one of the first cables laid 
from Malta to Tripoli, and it was laid much upon its own 
merits. In other words, certain traffic was likely to be secured so as 
to secure a fair return upon it. That cable was abandoned ; it broke ; 
and in those days the company was not rich enough to restore it. 
Time passed on, and I think one or two figures will justify you in 
thinking we are right in looking after this Tripoli-Malta concession 
once more. The exports in 1868 from Tripoli were £105,080; 
in 1878, they were £477,034; the imports in 1868 were £83,325; 
in 1878, £355,220. As to the shipping arrivals, in 1868 they were 
262 ; in 1878, 858. The tonnage of arrivals in 1868 being 21,800; 
in 1878, 105,272. The departures in 1868 were 269; in 1878, 824, 
the tonnage of which was in 1868, 21,919; in 1878, 149,351 tons. 
Looking to this trade then, we are now likely to secure a very con- 
siderable return upon our outlay. We have been fortunate also in 
securing from the Porte a renewal of the concession, giving the 
Malta-Tripoli cable entirely into our own hands. is concession, 
then, is a very important one, and a resolution in regard to it 
will be put before you. Now, as to that very important question, 
the finances of the company, our debentures now are £882,000, 
— liv six per cents. and partly fives. We think that our property 
as now taken such a position in the market that we shall be able 
to float debenture stock at four per cent., so as to enable us to pay 
off the ‘whole of our present debentures (hear, hear). A special 
resolution on the subject will also be brought before you, and we are 
going to ask you to sanction our issuing of debentures at four per 
cent. It is with a view to take a higher financial position, which, 


I think, we are fairly entitled to. We have other schemes, I ma 
say, before us, which we may bring before you later. This only 
wish you to understand, and it is a question of the pro of tele- 
graphy. Telegraphs, I believe, must be laid to many other countries 
than those to which they are now laid, el in our Indian and 
Colonial Empires. A demand for telegra ‘will come, and I simply 
wish you to understand that this company will not be behind the 
demand when it does come. The Chairman concluded his speech by 
moving the adoption of the report, and recommending a declaration 
of a final dividend for the year ending 31st March last of 2s. 6d. per 
share and a bonus of 1s. per share, making a total distribution for 
the year of 5} per cent. on the ordinary shares. 
e Marquis of Tweeddale seconded the motion. 

Mr. Stokes, after congratulating the meeting on the very favour- 
able report which had been presented to them, and with the satisfactory 
progress of their business generally, asked what the Board con- 
sidered a fair and reasonable sum to put to the reserve fund? It was 
now nearly half a million, and he would like to know to what 
figure they wished to carry it. 

Mr. Rixon stated that he had only recently returned from the East, 
and he could assure the meeting that, for good order, management, 
and respectability, he had found no better class of men anywhere 
than the servants of the company there. He thought that the 
Board had earned the thanks both of the commercial future of the 
community and the public generally for the highly efficient state 
of their officers and staff. 

Mr. Nicolson would like to know the latest information in regard 
to their interests in Alexandria. He believed that the position of 
the Chiltern at this crisis would show that their directors and their 
whole staff had had throughout only one thing in view, and that was 
the interests of Englishmen and of the country at * 

Mr. George Hurst said that their half million of reserve was cer- 
tainly large, but at the same time he did not think it was so large as 
they should aim at obtaining. The security and safety of an institu- 
tion like theirs required something very considerable to fall back 
upon. They must remember that the capital was 4} millions 
and accidents might occur which would render a large reserve fund 
indispensable to fall back upon. Their ye at the present time 

ike that of their existing 
ible; their shares 


to 
y in the 
course of a year or two they could get another half per cent. in dividend, 
nothing would be more satisfactory than the company’s position. 

Mr. Munro thought that there should be some expression on the 
part of the meeting of its sense of the efforts made by the staff at 
Alexandria during the present crisis. Some expression of that sort 
would encourage their employés in their situation in such a post of 
danger as many of them then occupied. Soldiers and seamen who 
occupied such positions were made to feel by the notice they attracted 
that they were really acting a patriotic part; telegraph clerks, while 
doing their duty in quite as efficient a manner, were perhaps less 
the objects of observation, and he thought some expression of the 
satisfaction -with which this see me | regarded the conduct of its 
staff during the late crisis would be duly appreciated, and would be 
no more than what the Board might gracefully do (hear, hear). 

Mr. Newton asked whether the report was true that one of their 
py yy officers had been slaughtered in the atrocities of the previous 

at Alexandria ? 

e Chairman, in replying to the various questions, said that he 
could not give a direct answer to Mr. Stokes’s query with re 
to the maximum of the reserve fund. It was most desirable, looki 
to their capital, which taking their ordinary shares and their 
debentures together, amounted to five and a half millions, that they 
should have a very considerably larger reserve fund than they had at 
the present time. They had at a very handsome sum, it was true ; 
but when they spoke of half a million, they must speak of the 
five and a half millions, too, which was spread over 16,000 miles of 
cables. Consequently, he thought they ought to be satisfied with a 
comparatively moderate dividend until thei 
siderably augmented. It was a very handsome sum they were 
putting by this year—£75,000—but he had stated at former meetings 
that they ought to aim at a yearly addition of £100,000. Besides, 
in increasing their reserve fund, if they did not get their money in 
dividends they got it in other forms. A stable reserve fund always 
attracted investments, and so their shares rose in the market. When 
they were adding £100,000 a-year to their reserve, he should 
be ready then to support any gentlemen who would then pro- 
pose an increased dividend for the shareholders. With regard 
to Mr, Rixon’s remarks upon the efficiency of the staff, he 
believed they were thoroughly well deserved. The First Lord 
of the Admiralty under the t administration of this country, 
Mr. W. H. Smith, had told him that he never felt prouder 
of his country than when, on a visit to the East, he had inspected some 
of the Eastern Telegraph Company’s stations, the tidiness, neatness, 
and business-like arrangements of the offices, and the smartness of 
the young men there employed had given him such a high impression 
of the quality and manner of the work done. He himself (the Chair- 
man) had never been more pleased than when, two days ago, the present 
First Lord of the Admiralty, who was one of the first men of business 
not only in the Cabinet but in the country,—he had that old business 
blood of the Barings in him—had told him the pride he felt as an 
Englishman at reading of how the Chiltern had the other morning 
picked up a cable and re-established their connection in the 
short time of two hours. As to another question put, he 
was sorry to say that they had that morning received a telegram 
stating that a young fellow—a Frenchman—all honour to him 
for it!—had stuck to his post in their offices at Alexandria till 
its destruction took place, and he himself was murdered. It was a 
painful story to tell, but one of those incidents that all wars carried 
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in their train. The board would proue recognise the extraor- 
dinary devotion which the staff generally had shown to the 
interests of the company during the present critical period in the 
East. Mr. Pender, in concluding his remarks, stated that he believed 
that the result of the present crisis in the East, would be to secure for 
England a permanent highway to her Indian and Colonial pos- 
sessions; and if that were the case they would require a more 
widely extended system of telegraphic communication. 


Mr: Newton asked whether on the Eastern Company's Telegraphic 
— there was at present any means of communicating between 
uez and Port Said ? 


The Chairman replied that before long a connection between these 
would be made on their per It might have been done 
ore this time, but Government did not always move fast, owing to 
the routine of a departmental system. He might remark, when speak- 
ing of the East, that the Egyptian stock, in which they had invested 
a good deal of their reserve fund, they had sold at 912 some time 
ago, though he did not believe that there was any fear of that stock 
being permanently depreciated. Egypt, no doubt, would pay her 
dividends ; but, as the Board looked forward, they thought they 
would hardly be justified in retaining the stock which they held in 
the face of future troubles. 

After a few remarks from Lord Alfred Paget as to the efficiency of 
the staff, which he had observed at Chios, 

The Chairman put the resolution for the adoption of the report 
and the declaration of the dividend to the meeting, and it was carried 
unanimously. 

The Chairman then announced that the next resolution, which had 
just been drafted, was ‘‘That this meeting desires to record its 
thanks to the staff of the company for their services during the past 
year, and to declare its high appreciation of the great labour and 
anxiety which the ge on é$ officers have recently undergone, and 
of the zealous and efficient manner in which they have performed 
their duties under most trying and difficult circumstances.’ 

The resolution was seconded by Mr. Munro, and carried unani: :ously. 

The Chairman announced that that concluded the business of the 
ordinary meeting. 

Immediately on the close of the ordinary meeting an extraordinary 
general meeting was held to consider resolutions sanctioning the 

uisition by the company of the Trieste-Corfu Telegraph Cable 
and Concession, and the laying of a cable between Malta and Tripoli, 
and also authorising the creation and issue of mortgage debenture 
stock of the company to an amount not exceeding one-third of the 
paid-up share capital for the time being for redemption of deben- 
tures and other purposes, and regulating its transfer and the powers 
of the company in relation to purchasing and dealing with it. 

The Chairman said that the first resolution he had to submit was 
that the Board be and are hereby authorised to purchase and take 
over the concession from the Austrian Government, dated August 19th, 
1881, referred to in the directors’ report, dated July 3rd, 1882, for 
the establishment of a submarine telegraph cable connecting Trieste 
and Corfu, and a cable recently laid in pursuance thereof at a total 
cost not exceeding £67,000. 

Sir James Anderson seconded the resolution, which was carried 
unanimously. 

The Chairman said that the next resolution was that the meeting 
approves of the proposal of the Board to lay a new cable between 

alta and Tripoli, as mentioned in the directors’ report. He might 
just say that they had a certain amount of spare cable which they 

nerally kept in reserve, and that they intended to utilise for this 
ipoli cable, so that the cost of the whole would be comparatively 
small, and at the same time they might see from the figures he had 
iven they might expect a very considerable result from the estab- 
ishment of the line of communication. 

The Marquis of Tweeddale seconded the motion, which was car- 
ried unanimously. 

Mr. Birt, the solicitor to the company, then read a special resolu- 
tion, which was as follows:—‘‘ Resolved (A), That the board of 
directors be and are authorised from time to time to create 
and issue mortgage debenture stock of the company to an amount 
not exceeding one-third of the share-capital of the company for 
the time being, issued and paid up, upon the terms that the 
aggregate amount of the said stock for the time being, in 
issue and the interest thereon shall rank pari passu as a 
first charge on the undertaking and revenue of the com- 
pany, the stock to be issued at such times and in such amounts, 
and on such terms and conditions as the Board may from 
time to time determine ; for the purpose of redeeming by exchange or 
otherwise, the outstanding debentures of the company, and any other 
purpose to which the capital of this company may be lawfully applic- 
able.’”’ ‘‘(B). That the Board be and are hereby authorised to make 
such provision as they may think fit for the registration and transfer 
of mortgage debenture stock, and for the delivery of certificates 
thereof, and for the issue of stock warrants to bearer, transferable by 
delivery, and of interest coupons attached to such certificates or 
warrants, or otherwise, and for the conversion of warrants to 
bearer into registered stock, and of registered stock into warrants 
to bearer, and generally as to the form and incidence of all 
documents relating to the said stock, so that no holding of such 
stock be inconsistent with paragraph A of this resolution. 

‘**(C.) That the board be and hereby are authorised from time to 
time to purchase in the market, hold, and deal with, any amounts of 
such mortgage debenture stock for the purposes of any reserve 
fund or investments of the company, and with the sanction of a 
general meeting to apply other moneys of the company to the 
purchase in the market of any such tock for cancellation, and with 
the like sanction afterwards to re-issue mortgage debenture stock in 
lieu of all or any of the said stock so cancelled, provided all of the 
amounts of mortgage debenture stock issued and outstanding should 
never exceed the limit prescribed in paragraph (A) of the resolutions.’’ 
The resolutions having been put by the Chairman, the Marquis of 
‘Tweeddale seconded the motion for their adoption. 


Mr. Marks said that before these resolutions were carried he should 
like to know whether they were really nece . He saw no ad- 
vantage in issuing bonds at 4 per cent. and pure g stock at the 
same rate of interest. The credit of the company was , and 
he thought they could pay off these debenture bonds with surplus 
profits for the year. He could see no benefit at all in the proposed 


issue. 

Mr. W. Griffiths said that the distinction between floating capital 
and income was so marked that, unless they had a very large in- 
come, it was a mistake to lower dividends in order to pay back 
a certain portion of the capital. He hoped the Board would 
be supported in their proposal. There was no doubt that the 
present state of the company was somewhat critical; and th 
must congratulate themselves that they had a Board whic 
possessed so much energy, fortitude, and foresight. He was 
very glad indeed when he heard that they had entered into a 
joint-purse agreement which enabled them to carry on business in 
the East independent of the political crisis then existing. The 
resolution read by the solicitor somewhat differed from the terms laid 
down in the report. The report spoke merely of the debenture stock. 
He would make a suggestion that it would be wise in the interests of 
the company mb à that they should not confine themselves to 
debenture stock, but allow any person who wanted debenture bonds 
to have these instead of stock. ; 

Mr. Birt said that Mr. Griffiths might take it from him that the 
proposal did not apply to anything but stock and warrants to bearer. 

Mr. Griffiths would still press his suggestion. He thought that an 
option between debenture stock and bonds would be popular with the 
public, and would conduce to the interest of the company. 

Mr. Newton thought the shareholders ought to be congratulated 
on the fact that it had been determined to issue 4 per cent. stock, 
though it was somewhat shaking the position of those who had 5 

r cent. debentures. It woudl shake their position, because the 

ard could then mortgage the — which the holders of these 
debentures looked to as their security. But the advantages of that 
issue in other ways would be so great that if it were done their tele- 
graphic property would become a substantially secure investment to 
investors generally. | 

Mr. George Hurst would support the views of the directors on the 
subject. There was one great advantage in having debenture rather 
than fixed stock, and that was that debentures could from time to 
time be paid off as a company increased in prosperity ; and he did 
trust that in the course of a few years the debenture stock would be 
really cleared off as well as their reserve fund greatly increased. He 
would not mix up the reserve fund with the debenture stock, but 
keep the former to relieve them in any great emergency. They could 
not do better than pass the resolution submitted to them. 

The Chairman said that they had considered this question most 
carefully during the last two or three months, and they really 
did think that the proposed issue was the best course to adopt. 
If they could float that issue they would be borrowing at 4 per cent. 
to pay off debentures at 5. 

After a few remarks from Mr. Birt in further advocacy of the pro- 
posed course, the resolutions were put to the meeting and carried 
unanimously. 

Mr. Newton moved a vote of thanks to the chairman and the 
board of directors for their efficient management of thé said com- 
pany’s affairs, and he did so, though they all knew that he had been 
a severe critic of the board’s procedure from the very commencement 
of the company. 

Mr. Stokes seconded the motion, which was put to the meeting 
and carried by acclamation. : 

The Chairman briefly expressed his thanks on behalf of his col- 
leagues and himself, and the proceedings terminated. 


INDIAN AND ORIENTAL ELECTRICAL STORAGE 
AND WORKS COMPANY (LIMITED). 


A GENERAL statutory meeting of the above company was held at the 
Cannon Street Hotel on Tuesday, the 11th inst., Mr. Ernest Noel, 
M.P., inthechair. The secretary, Mr. H. Cleland Heywood, having 
read the notice convening the meeting, 

The Chairman said: Gentlemen, you are aware that by Act of 
Parliament a company must needs meet within three months of its 
allotment, and therefore this statutory meeting has been called, In 
an ordinary way I think it is best to say next to nothing on such 
occasions as these. I will merely say that the allotment of the shares 
has been made, and we have the pleasure of telling you that all the 
shares were allotted, and that the Ae agg ory considerably exceeded 
the amount registered to be allotted. But what I really wish to say 
to you to-day is regarding something which has happened since the 
allotment of shares, something that I believe will be very much to 
the company’s advantage. You have probably heard, or may have 
seen it in the newspapers, that an arrangement has been made b 
the Electrical Power Storage Company with the Faure Company. It 
is concerning this that I have to say a few words. In our pros- 
pectus we put forward what we considered a very important question 
in buying patents—that we had a guarantee from the vendors that 
our patents would stand. The only real fear we had was as regards 
any possible infringement of our patents by the Faure accumulator, 
and therefore we demanded from the Storage Company, who were 
the vendors, that our patents should stand. We had no doubt as to 
the superiority of our batteries over those of the Faure accumulator, 
but we had a fear that those batteries—Sellon-Volckmar batteries— 
might possibly have some infringement. They were well advised that 
there was no infringement, but still, there might be, and we 
made it a sine qué non that we should have a guarantee. The 
scientific opinions we had regarding our own batteries were very 
satisfactory, especially that of Mr. Cromwell Varley, a name 
well known in the electrical world, who, to use his own words, said, 
‘ It is a wonderful battery’’; and I believe that the world will find 
out that the Sellon-Volckmar battery is a wonderful battery. There 
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was, however, a rival in the field, that of the Faure accumulator. We 
had no guarantee as to that—as to our company having norivals. All 
that the vendors guaranteed was that the patents were valid. Shortly 
after the allotment we heard that litigation was threatened between 
the Faure Company and the Electrical Storage Company. After a 
time we further heard that these two companies = peace 
to war. I am not going into the question as to the arrangement 
made between these two companies. That is no affair of ours; 
whether it was wise or unwise is no matter to us. What were the 
details of that arrangement is really immaterial to us. All that we 
need to know is that an arrangement was made between these two 
companies that they should work together; but there was a question 
which was very important to us. Did this arrangement between the 
two companies have any effect on our company? Now it came to pass 
that the Storage Company, who had guaranteed the validity of our 
patents, had now become the possessors of the Faure patents and the 
patent rights of the Faure accumulator, as regarded practically the 
whole world, but at all events—I only speak of the part which belongs 
to us—of India and the East. This being the case, we felt it incum- 
bent upon us to enter into negotiations with what I may call the 
nt company. Those negotiations were chiefly carried on through 

. Sellon, the gentleman whose name stands at the head of our 
patents—Sellon-Volckmar battery. I assure you that such negotia- 
tions were carried on in a manner of great fairness and uprightness. 
Any one who knows Mr. Sellon, knows that in dealing with him you 
are dealing with a man not only of remarkable cleverness, not only a 
at inventor, but a gentleman of remarkably npright and straight- 
eww character, therefore in dealing with him I felt that I was 
secure in dealing with one who would treat this company fairly. I 
may say more, that though these negotiations were carried on chiefly 
through Mr. Sellon himself, the Electrical Storage Company met our 
company in an extremely honourable and more than conciliating 
manner. They met us in a way which I can only characterise as 
wishing to treat us with the favour that a father might treat his eldest 
son. They had taken great interest in the formation of this company, 
and they had a full belief in this company, as I will show you in a 
few moments, and therefore were determined to ascertain to a certain 
extent what might have been their rights, and to pass over to this 
company the whole of the patent rights of the Faure Accumulator 
Company as regards India and our other territories. The terms for 
which this important concession was given—and I will explain how 
it was an important concession in a moment—were simply these : 
As regards the whole amount we were to pay to the Electrical 
Storage Company it remained the same. The only difference which 
they demanded of us was a variation to the mode in which the pay- 
ment was to be made. In the first place, you are aware, as you could 
see in our prospectus, that we were to pay £25,000 by way of yr 6 
This royalty might have been spread over some time, it might 
possibly, if we were not very successful, have been spread over some 
years. We have, however, now made an arrangement with them 
that that £25,000 for royalty should be paid within twelve months by 
instalments. There was another arrangement which you may recol- 
lect in our prospectus, that we were to pay £50,000 in shares, with 
the option of paying it in cash. Most vendors are anxious that they 
sbould be paid in cash. Ihave very rarely heard of a vendor company 
that was specially desirous of retaining the shares, or having the shares 
of any subsidi pany given to them, but, as I said just now, the 
Storage Company think well of us. I think they have reason to, but, 
at all events, they do think well of us, and they were desirous that 
they should have part of the option, as re "6,000 of these shares, or 
£25,000 taken away, that we should hand over to them that 
£25,000 in shares without our having the option of paying them in 
cash. We thought that this was a very fair concession to make, and 
therefore as regards the option of half the shares we were to transfer 
to them, we have given it over to them, and they will certainly now 
be given 5,000 shares, and the remaining 5,000 shares will be given in 
shares or in cash, as we may elect. Beyond that we have paid nothing 
for what I shall now in a very few words try to point out are the 
advantages we have gained from the concessions we have obtained. 
I may say at once that these concessions would not have been granted 
to a company differently situated from ourselves. It was only in 
consideration of the special guarantee they had given us and the 
consideration that we had so eariy entered into the field in these 
negotiations that the Storage Company felt themselves justified in 
making such very easy terms with us in this manner. But perhaps 
some one will say, What is the advantage of the Faure patents to us, 
as you say yours are the better of the two? I do say, and I strongly 
affirm it, and I believe that the world will know it ere long, that 
the Sellon-Volckmar as secondary batteries are very much better and 
far stronger, and therefore are of far more commercial importance, 
than the Faure; but in saying that I don’t want to detract for one 
moment from the value of the Faure accumulator; and the Faure 
accumulator having some advantages which the Sellon-Volckmar has 
not, inasmuch as the Faure accumulator is known, I may say, almost 
throughout the world, whereas, however much it may be known here- 
after, the Sellon-Volckmar battery is at the present moment not 
known, though we hope it very soon’ will be; therefore there is that 
great advantage that we are now possessors of a patent so well known 
and so highly thought of as the Faure accumulator. There is also 
another great advantage, an advantage that is not to be lightly 
estimated by us, and that is the advantage that we get rid of what 
at present appears, and I believe I may say appears almost positively, 
the only litigation we could have entered into as regards any one 
attacking us. We may have eventually to enter into litigation to 
prevent our patents from being pirated; but as regards any attack 
on us, by having become the possessors of the natent rights of the 
Faure accumulator we have got rid of all litigatioa. There is some- 
thing still further than that. We have also got rid in India, at all 
events for a time, of what would have been a rival. We have 
now possession of the sole accumulators that are commercially 
of value. I am not prepared to say in the present state of elec- 
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trical science that there may not be in the future some better mode 
of storing electricity than by our battery, all I can say is this, that 
at present there is none known, and as far as we can see there 
is not one likely to be discovered for some time to come that will 
not be an infringement of our patents. For some time, therefore, 
we certainly have a monopoly of what are perhaps the most im- 
— rights that there can be in the present condition of electrical 

owl There is something else. In addition to all this, and 
I think this alone would show that we have obtained in these patents 
something of real value to our company, it enables us to manu- 
facture our batteries at somewhat less cost, I cannot go into the 
details of that, and you must merely take it from me, but I have it 
on good authority that the manufacture of our Sellon-Volckmar 
batteries, which are the ones we shall continue to hold and use, may 
be somewhat improved, but will certainly be somewhat cheapened 
in the production ; and that is so much clear profit to us in future. 
I cannot = vo may be the future of electrical science, I 
cannot say what may be the future of either the use of electricity, 
or the means of storing electricity, but I can say this, and I think 
we may congratulate ourselves on it, that already it has been proved 
that the storage of electricity is a great advance in the progress of 
mankind in enabling us to lay hold of some of the powers of Nature, 
which up to this time we had not been able to lay hold of. As just 
one illustration I may say that we are at this moment in 
negotiations—I may say negotiations are very roy Oe my. 
and I trust to get a telegram very soon to say that they are 
completed—by which we shall be the possessors of the natural 
forces of a waterfall in one of our territories, and the horse-power 
in that waterfall will be at once transmuted into two things. One 
will be the lighting of a town, which will be done by a yon ru 
that is ready to give us orders for batteries for that purpose, and the 
other will the motive power in me gag ty some important 
Government works in its neighbourhood. is is only just an 
illustration of what is in store for us. Our field is great. I believe 
there is no company except in our own country that will rank higher 
than our own as to the territories we possess. I believe there is an 
opening in India both for electric lighting and the use of electricity 
as : | sa power that is not surpassed in any other country in the 
world. 

Therefore, I think, we can look forward as perfectly knowing the 
difficulties we have got to encounter, difficulties from the inexpe- 
rience of our electrical engineers, difficulties of all sorts that must be 
encountered when a new power, as it were, is brought under the 
dominion of man, and is being wrought as a commercial under- 

ing. But taking the most sober view of all these difficulties, we 
are quite prepared to encounter them. I think I may say with 
ccaljhenes that there is a very bright future for this company. 
There was just one point that I omitted to say an on in 
speaking of the terms of becoming the possessors of the patent rights 
of M. Faure, and that was this—that of course the Electric Storage 
Company is now required to give a guarantee. We forego that 
guarantee then given us, because our board considers that we have 
really secured something far better than the tee, those patent 
rights which alone might have endangered our patents, I do not 
think there is any other question that I need touch upon to-day. I 
hope when we meet next that I shall not have to do so— 
in fact I feel confident when I have the honour of addressing you then 


—not to speak of what we hope to do and what we may do, but of 


what we have done, and I think I look forward with very considerable 
hope to be able to say are that will be very sd to the 
shareholders of this company. I will just ask Lord Crawford, one of 
our directors, who is well known in the electrical and scientific world, 
to say a few words as regards the batteries themselves, which may be 
interesting to the shareholders. Ë 
Lord Crawford said : It would be very difficult to say anything 
on the subject of batteries without actually going into a long scientific 
exposition of their method of construction and use, use your 
chairman has already laid before you in detail the use of these bat- 
teries and the methods how they may be used. Without actually going 
into the practical mechanical differences between the Sellon- Volckmar 
and the Faure accumulator, I think, unless Iwere todoso, there is very 
little left for me to say. I am sure Mr. Noel has gone most carefully 
into the whole matter, and has told you exactly what is the state of 
the company’s work. There is one thing which is practically self- 
evident to any one who studies electric lighting, or has anything to do 
with electricity, and that is the absolute necessity that there should 
be the means of producing electricity at a certain given time, and so 
putting the electricity away or storing it until such moments as you 
may desire to use it (hear, hear). But some means of doing this 
there must be. I speak not of the electric lighting of docks or of the 
streets, but for domestic use, or in places which could not be 
characterised as large places. Under such circumstances it is prac- 
tically and commercially impossible to have the domestic lighting of 
rooms, &c., under proper control without having these storage cells 
whereby during the day you may put away your electricity and use 
it at any moment you like. I have no doubt that these storage cells, 
or Faure accumulator, is the only practical way of doing that. 
When, a few years ago, the Faure cell made a very great sensation—a 
sensation, I may say, throughout the world, a sensation which set 
busy brains at work, and clever men—Mr. Sellon produced a battery 
which many people say is superior to the Faure. I do not wish to 
into the merits of the two, because we are practically friendly. 
But certainly, whether or not the Sellon is an improvement on the 
Faure, the Faure accumulator was the only rival that the Sellon had 
in the field when the arrangement was made between them. There 
have been batteries called storage batteries by number. You can 
store by decomposing water and letting it recompose itself again. 
You have then a force laid by, though with no at ene in it ; 
and another thing, it is too costly to produce. e question then 
of these batteries, or rather, of the position of our company, is that 
we hold now the Sellon battery, which we may call No. 1, and we 
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also hold the Faure, which we may also call No. 1 with a star. I do 
not wish to draw any distinction between them. Especially when 
they are amalgamated, we have no reason to fear any danger of their 
being improved upon. The great difficulty of improvingupon the Sellon 
battery is that so far as I recollect it will reproduce about 90 per cent. 
of the amount of energy you put into it. Giving out that amount, 
any person who wishes to improve upon it has only really 10 per cent. 
to improve — and that is very small indeed when you come to 
think of the difficulty of improving on a battery which actually does 
return 90 per cent. Further, I have been informed that the Sellon 
battery has never yet been asked to perform all thatitcando. I 
yo a think, Mr. i , that I need delay the meeting any 
er. 

The Chairman said: If any shareholder wants to ask any ques- 
tions I shall be happy to answer them, though the present meeting is 
not like the next one, when many questions as regards our working 
will come up. I may say that we are commencing our work this 
week—at least I hope the first batteries will be delivered this week ; 
they will certainly be tested this week, or at the beginning of next. 
We have purchasers for these batteries, and for as many as we are 
likely to obtain for the next few months. Before that time is over I 
have no doubt we shall have many more purchasers ; and I can only 
anticipate that we shall not stay in want of those who so urgently 
demand what we have to supply. I am glad that Lord Crawford 
brought it out that incandescent lighting—I may be wrong, but 
I hold it very strongly—is simply an impossibility for domestic pur- 
poses without storage. I am connected with a company that is 
anxious to produce the incandescent light, and that company has 
stopped its incandescent lighting till it could obtain its storage 
batteries, because it was felt that it was unsatisfactory to have any 
light that you could not use just as yon could use gas, as much or 
as little as you like, so that you have got your supply at hand, and 
have no fear of sudden extinction, or of the house being left in the 
dark by the failure of yourengine or other apparatus. In fact, I 
think it must be self-evident to anybody who thinks of it, that 
storage is essential to a really effective mode of lighting our houses. 

Mr. Boyd said that they had been told the effective resultant of 
the Sellon-Volckmar battery was 90 per cent. Could the chairman 
tell them what the effective strength of the Faure accumulator was ? 

The Chairman said he should not like to give an opiaion on the 
Faure. Their own opinion had been that the Sellon was better, but they 
had not yet had the Faure batteries at work. He hed often con- 
versed with scientific men on that subject, and he himself had seen 
the Faure at work at Paris; but he felt that it was not just to those 
who thought hi 3 the Faure accumulator to give an opinion on 
the subject. He no doubt that at their next meeting their 
experience would enable them to speak with some approach to 


ty. 
A vote of thanks to the chairman was then unanimously carried 


on the motion of Mr. Adamson, seconded by Mr. Kerkpatrick, and _ 


this having been briefly acknowledged, the proceedings terminated. 


THE CUBA SUBMARINE TELEGRAPH COMPANY, 
| LIMITED. 


Accorp1n@ to the report to be presented at the meeting to be held on 
the 19th instant, it appears that the gross receipts for the half-year 
ended June 30th last, including the balance brought from last 
account, amount to £21,279 7s. 1ld., and the gross expenditure 
to £5,782 9s. 11d., leaving a sum of £15,496 18s. to the credit of 
revenue account. Of this, the sum of £3,950 has been placed to the 
reserve fund, increasing that fund to £47,000. After providing for 
the preference dividend, a balance of £8,546 18s. remains, out of 
which the directors recommend the payment of a dividend on the 
ordinary shares at the rate of 8 per cent. per annum, free of income- 
tax, which will absorb £6,400, and leave £2,146 18s. to be carried 
forward to the current half-year’s account. The directors have 
pleasure in reporting that the cables have continued in good working 
order. In the matter of the suit instituted against the Spanish 
Government at Havana for a return of the tax erroneously levied on 
the Havana-Santiago business, which was decided by the court there 
in favour of the company, and the decision appealed against to 
Madrid, appearance has been entered on behalf of the company, and 
the case is now on the list of the Section of the Contencioso in the 
High Council of State waiting to be heard. The date of the trial 
has not yet, however, been fixed. At the recentextraordinary meet- 
ing to fill up the han 5. in the office of auditor, caused by the death 
of Mr. Cowan, several shareholders remarked upon the inconvenience 
of having to call a special meeting in such cases, and suggested the 
expediency of altering the articles of association so as to provide 
against similar contingencies. The directors, in order to meet these 
views have, with the notice of the ordinary meeting, sent out a 
further notice of a special resolution, which will enable the share- 
holders, if they think fit, after the termination of the ordinary 
business, to effect a slight alteration in the articles to meet the case. 
The director who retires from the Board at this time is Mr. Alexander 
F. Low, who, being eligible, offers himself for re-election. Mr. 
Thomas Greenwood, the auditor who was elected at the extraordinary 
general meeting in May, in place of the late Mr. Cowan, also retires 
and offers himself for re-election. 


THE ANGLO-AMERICAN BrusH Exectrric Licut Cor- 
PORATION (LimiTED).—Notice has been given, that an extraordinary 
general meeting of the Anglo-American Brush Electric Light Corpo- 
ration (Limited) will be held at the Cannon Street Hotel, London, 
E.C., on Tuesday, the 18th day of July, 1882, at two o’clock in the 
afternoon, when the subjoined resolution will be proposed. Should 
such resolution be passed by the required majority it will be sub- 
mitted for confirmation to a second extraordinary meeting which will 
be subsequently convened. Proposed resolution: ‘‘That the 85th of 
the Articles of Association be repealed, and that in lieu thereof the 


following be 
may from time to time of . 
proportion to the amounts paid up, 


henceforth the 85th of such articles: ‘85. The directors 
their own authority pay to the members in 
or credited as paid up, on the 


h held by them respectively, such bonus and such interim divi- 
lenis ain the felgueah of the directors the position of the corpora- 


tion justifies. 
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Tue CONSOLIDATED TELEPHONE CONSTRUCTION AND 
Marntenance Cowpaxy.—An interim dividend has been declared, at 
the rate of 10 per cent. per annum for the three months ending the 
30th ult. 


Tue TELEGRAPH CONSTRUCTION AND MAINTENANCE 
Company.—An interim dividend has been declared of 12s. per share 
to all shareholders on the register on the 10th instant. 


LATEST QUOTATIONS. 


Autho- 
rised 
Issue. 


40,000 
150,000 
25,000 
24,980 


40,000 
40,000 


2,116, 4007. 


2,441,800. 
2,441.8001. 
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Name. 


ELECTRIC LIGHT. 


Great Western Electric Light & Power Co. ...... 
Hammond Electric Light & Power Supply Co. .... 
Indian & Oriental Electrical Storage Works ...... 
Pilsen, Joel & General Electric Light Co. ........ 
TELEGRAPHS. 
Anglo-American, Limited ,............., 


Do. Preferred Def’d. receiving no div. 


Do. Deferred) 6 p. 
Brazilian Submarine, Limited 
Cuba, Limited 


ereeee 


Do. 
Eastern, Limited 


eeee ee eee er eee eee ee 


Do. 5 0. 3 
Do. 5 0. 0. Aug. 1899 
Eastern Extension, Australasia & China, Limited 
Do. 6p.c. Debentures, repayable Feb. 1891.... 
Do. 5p.c. (Australian Gow Subsidy) Deb. 1909 
Do. do. registered, repayable 1990 
Do. 5 per cent. Debenture,;1890 
Eastern and South African Limited 5 per cent. 
Mort. Deb. Registered redeemable 1 Jan. 1900 
Do. do. do.* To Bearer .. 
German Union er ae and Trust, Limited .... 
Globe Telegraph and Trust, Limited.............. 
6 per cent. Preferencs.............. 


0, 
Great Northern 
Do. 5 per cent. Debentures ............ 
India-Rubber, Gutta-Percha and Telegraph Works 
Do, 6 per cent. Debentures, 1885 
Indo-European, Limited ..... 
London Platino-Brazilian, Limited 
Mediterranean Extensio 
Do. 8 per cent. 
Reuter’s, Limite 
“Qu 


Limited 


Telegraph C onstruction and Maintenance’ à à 
6 per cent, Bonds, 1834 
Do. 2nd Bonus Trust Cert. .. 


Western and Brazilian, Limited .................. 
Do. 6 per cent. Debentures ‘ A” 1910 
Do. 6 p.c. Mort. Deb. series B of "80, red. Feb., 1910 
Western Union of U. 8.7 p.c.1 Mort.(Building) Bis. 
0. 6 per cent. Sterling Bonds .... 
West India and Panama, Limited ..........s....e 
Do. 6 per cent. 1st Preference 

Do. do. 2nd dao. 


TELEPHONES. 


Con. Telephone & Maintenance, Ld. Nos. 1to 154,165 
Oriental Telephone Co., Nos. 100,000 to 309,000 .. 


United Telephone Co. 
* Exceptional amount at special price. 


TRAFFIC RECEIPTS. 


Paid. 


Business 
Done. 


1- 1} 
114-124 


1j- 1 


113-194 { 


25§ ac. 
ac. 
11}m. 114 8. 
ac. 


50m. 50ÿ 
80} 


ac. 
95 m. 


10}. ac. 


11} ac. 


123 ac. 
12 7, ma. 


28§ ac. 


293m. 29}ac. 


Submarine Telegraph Company, Limited. The number of messages passing 
ad x" the lines of this À any during the month of June was 3,022, estimated 


to prod 
month of last year. 


The traffic recei 


estimated at £4,000 and £3,800, realised £4,123 and £3,921. 
The Brazilian Submarine Telegraph CRT. The traffic receipts for the week ending 


June 


10th were £3,547, against £3, 


ce £2,909, against 2,757 messages, producing £2,337, ia the correspondin 
es “ ipts for the months of March and April 


72 in the corresp onding period of last year. 


Direct Spanish Telegraph Company, Limited. The estimated traffic receipts 
= ior the month of June, 1852, are £1,963, as against £1.45 ia the corresponding 
period of last year. 


The Eastern Telegraph Company. 


Great Northern Telegraph Co 
the lst January to 
of 1881, £114,966, and 1830, £198,035, 


£46,450, against £40,074 last year. 
The Eastern Extension Telegraph Company. The receipts for the month of June 


were 


from 


£31,122, against £29,339. 


June, 


The receipts for the month of June were 


mpany. The traffic receipts in June, 1882, were £22,560 
3th 1882, £115,560, and for corresponding months 


West Coast of America Telegraph Company. The receipts for two months ending 


May were £5,100, against 


5,050 in the same period last year. 


Western and Brazilian Telegraph Company, Limited. The traffic receipts for the 
week ending June 16* h were £1,816, against £2,066 last year. The traffic receipts 


West India and Panama Telegraph 
receipts of this company for t 


for the week ending June 3 


graph Company, Limited. 


Company ited 


h, 1882, were £1,477, both after deducti 
“fifth” of the gross À etes payable to the London Platino-Brazilian 


the 
ele- 


The estimated traffic 


as compared with £2,282 in the corresponding period of 1831. 


, Limited. 
e half-month ended the 30th June are £2,605, 


| 
= 
| 
| 
| 
| 
| 
| 
| 
Share. 
=| 
lo-American Brush Co. 4 | 242- 25} 
no} Do. Do. 4 
1 |Electric Light and Power Generator Co. .......... 1 oe 
5 23 
5 2} 
5 2 
| 
| 
| Stk. 100 | 50- 
| Stk. 100 |80 -81 { | 
| Stk. 100 | 19}- 20 
10 10 | Lg 11 | 
| 16,000 10 10 | 92-10 
6,00) 10 Do. oe cent. Preference ........-...| 10 | 16 - 17 : 
13,000 10 |Direct Spanish, Limited 9 | 6}- 63 
| 6,000 | 10 Do.  10per 10 | 15} 16) 
| 65,000 20 | Direct United States Ca 20 | 11$- 11 
100,0001,| 109 Debenture, repayable 1834! 100 -104 
380,000 10 10 | 104- 103) 
| 70,000 10 | Do. 6 per cent. Preference ................ + 10 | 13 - 13} 
232,0001-| 100 | Do. 6 do. Debentures, repayable Oct. 1833| 100 | 99 -102 
| 200,0001. 10 - 
| 199,750 | 10 10 | 11 - 113; EE 
320,000 100 10) |107 -110 
500,000 | 100 100 |102 -105 
ce 140,000 | 100 10) [102 -105 
100,0001.| 100 100 [102 -105 
| 254,3001.| 100 100 |102 -105 
| 345,7001.| 100 100 |102 -105 
22.050 | 10 10 | 93- 10 
| 163,390 | 10 10 | 6$- 6 
163,209 | 10 10 | 12}- al 
| 125,000 | 10 10 | 12}- 12 
| 100,0007.; 100 109 |100 -103 
31,200 | _10 10 | 26 - 27 
| 100,000 | 10) 100 |101 -105 
17,000 | 25 25 | 28 - 29 | BE 
| 38148 | 10 10 | 4h 5 
| 12,060 10 10! 2- 24 
| 8,200 | 10 10 sf 9 
9,000 8 8 | 123- 13} 
| 280,000 | Stk. 100 |265 -275 
| 58.225 1 1| 2% 23 
| | 12 | 12 | 2-3) | 
| x 
| 150,000 | 100 100 |102 -104 
| 186,750 5 5 
30,000 | _10 10 | 43- 5 
150,000 | 100 
| 69,910 | 20 | 7- 74 
| 200,0007.; 100 100 |107 -112 
2,500 | 100 100 | 99 -102 
| 1,500 |$1,000! $1,000/123 -128 
| 1,030,0002.| 100 | 100 |102 -105 
| 88.321 | 10 10! 1}- 13 
34,563 | 10 | 10] 8- 8 
4,669 10 10; 6}- 7 
| 
200,000 | 1 | 
| 
| 
| 
ng 


ELECTRICAL REVIEW. 


EDISON ELECTRIC LIGHT COMPANY 


(LIMITED). 


The Public are informed that the above Company, whose registered Offices are at 


74, COLEMAN STREET, E.C., 


ARE THE SOLE ASSIGNEES OF ALL 


Mr. EDISON'S PATENTS FOR ELECTRIC LIGHT AND POWER 


IN THIS COUNTRY. 


The Company is advised that these Patents secure to it the sole right to manufacture and 
sell the INCANDESCENT Lamp consisting of a Carbon Filament in a Vacuum, under whatever name 
that Lamp may be known. 


The Company is prepared to enter into Contracts for 
LIGHTING HOUSES, FACTORIES, STREETS, AND TOWN S À 


On any scale, and to grant concessions to District Companies for the use of the Patents. 


BITUMEN, TELEGRAPH AND WATERPROOF CO, 


LIMITED. 
101, LEADENHALL STREET, LONDON. Works—ERITH, KENT. 


Manufacturers of Insulated Wire for the Transmission of Electricity 
for all purposes, 


TELEGRAPIHIS, TELEPHONES, ELECTRIC LIGHTING, TRANSMISSION OF POWER, &c., 


At a price grey below that of Gutta-percha or India-rubber. 


CF 


” 
Wire 
TO GOVERNMENT 


SPECIFICATIONS. 
Best REFINED | 
FENCING WIRE. | 


SUBMARINE | 
Case Wire. 
STRAND & STAY WIRE 
AND 


BINDING WiRE => Pos NERAL& 
London Offices—72, KING WILLIAM STREET. Agents, G. W. SHARE & Co. 


- 


| 
| 
| 
| 
= 
Ne & Steel Wire Drawers & 
— ZA | | 
EL) = \ A 
PIECES 
| | N | 3 
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vill ELECTRICAL REVIEW. [SUE 


ON ME & OO. 


MANUFACTURERS & IMPORTERS. 


ELECTRIC BELLS AND BATTERIES. 


| 


9/6 


Every Description of Electrical Apparatus for Science 


CARBON TRANSMITTERS 


For use with Telephones, with Automatic Switch, &c., per pair, £8 6 O. Hunnings’ Patent Carbon Transmitters, per pair £5. 
ILLUSTRATED PRICE LIST OF ELECTRICAL APPARATUS, POST FREE, THREE STAMPS. 
Price List of Chemical Apparatus with 650 Illustrations, post free, 8 stamps. 


J. ORWE c& Co. (late M. JACKSON & Co.) 
66, LONDON, 


SIR WILLIAM THOMSON’S 
PATENT GRADED GALVAN OM ETERS. 


MR. JAMES WHITE, 241, Sauchiehall Street, Glasgow, is now prepared to 7 GALVANOMETERS constructed in accordance 
with Sir William Thomson’s Patent, December, 1881. These instruments are portable Galvanometers of two classes: one designed for 
measuring electric currents and the other for measuring electric potential. The Current Galvanometer measures currents of from 0-01 of 
an ampère to 100 ampéres. The Potential Galvanometer measures differences of potential from 0-1 of a volt to 200 volts. 


PRICES. 
Potential Galvanometer, with controlling magnets and flexible electrodes - - £20 O O 
Current Gaivanometer, ditto ditto - - 15 0 0 


PATENT OFFICE RESEARCHES. 


ANTED, a FOREMAN for an Electric 
po ELECTRICAL INVENTORS and OTHERS.— 
An OXFORD GRADUATE, experienced in electrical subjects, 


Light Lamp Factory. One used to Piece-work D Gl TE, 
and in the investigation of scientific books and documents, under- 


erred.—Apply to “ Engineer,” Malden Factories, Malden | takes confidential researches. Not being a Patent Agent, he has no 

pre PPY Bt , 4 ” interests but that of his clients in determining the exact scientific and 

Crescent, Kentish Town. commercial position of all matters submitted.—Address, ‘‘ B. X.,”’ 
care of Editor Review. 


HAMMOND COMPANY ELECTRICAL ENGINEERING 


LONDON. 
Laboratory and Lecture Rooms, 2, RED LION SQUARE, W.C. 


Principal—HUGH ERAT HARRISON, B.Sc. (Lond.). 
Electrical Engineer—FREDERICK C. PHILLIPS. 


The Course of Instruction will consist of a Series of Lectures on ELECTRICITY and MAGNETISM, which will not merely 
embrace all the ordinary and generally known Electrical and Magnetic Phenomena, but will extend to portions of the subject not included 
in the Syllabus of the existing Scientific Schools, and to which attention has recently been directed by the late extraordinary growth 
of Electrical Engineering ; a Series of Lectures on PHYSICS and CHEMISTRY, without an efficient knowledge of which the higher 
branches of Electricity and Magnetism cannot be properly understood ; and of instruction in Mechanics and Mechanical and Geometrical 
Drawing such as is necessary for Electric Lighting and Telegraph Construction work. 


The LABORATORY of the College will contain, in addition to all ordinary Physical and Chemical Apparatus, Dynamo Machines» 
&c., of various types, and an Engine to drive them. The Premium Apprentices of the Company will repeat for themselves all the 
experiments shown at the Lectures, will be instructed practically to perform all Electrical and General Physical Measurement and Tests 
with the utmost accuracy, and, by having constantly before them several entire systems of Electric Lighting Plant complete with driving- 
power, they will acquire such a practical insight into the practice of their profession as to render their services equally valuable to auy 
of the various Electric Lighting and Power Companies or Electrical Engineering 


Apprentices, when sufficiently advanced, will be employed to assist in the carrying out of the various Contracts of the Hammond 
Company, under the direction and personal supervision of Mr. F.C. Pæixxps. The Company in extending its operations will necessarily 
require an increasing number of Electrical Engineers of the higher grade, and will give the first offer of employment to its own Apprentices. 


The more advanced Apprentices will also be allowed, towards the end of their Time, to carry out original research ; and should they 
obtain any useful results, due recognition will be made by the Company. 


Further particulars may be obtainel from Mr. PHILIP A. LATHAM, Sacretary, at the Oifizes of the Company, 110, Cannon 


Street, E.C. 
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THE TELEGRAPHIC JOURNAL AND 


ELECTRICAL REVIEW. 


ix 


NEWALL’S PATENT LIGHTNING CONDUCTORS. 


As 25 0 lied to all kinds of Buildings and Shippix; 
ective, and cheapest conductors offered to the public. 


in all parts of the world with unvarying success, are the most reliable, 


SOLE PATENTEES OF UNTWISTED WIRE ROPE. 


Manufacturers of Iron and Steel Ropes for Colliery and Railway Purposes, Rigging Ropes, Guide 7 
Flexible Steel Towing Hawsers, &c. 


COPPER ROPE CABLES OF HIGH CONDUCTIVITY FOR ELECTRIC LIGHT AND POWER. 


GALVANISED SIGNAL AND FENCING STRAND. 


Gitt AND SILVER Corp ror HANGING Pictures. IRON, STEEL, 


AND Copper Corp ror CLOCK AND Sasa LINES, &c. 


R. S. NEWALL & CO. LONDON, 130, STRAND, W.C. 
LIVERPOOL, 36, Waterloo Road ; GLASGOW, 68, Anderston Quay ; MANUFACTORY, Gateshead-on-Tyne. 


PRIZE MEDAL, PARIS, 1881. 


BLAKEY, EMMOTT, & 


NORTHERN TELEGRAPH WORKS, 
HALIFAX. 


LONDON & PARIS. 


Manufacturers of Magneto 
Call Bells, as used by the 
| Principal Telephone Com- 
| panies, also Switch Boards, 
Switches, and all Instru- 
ments for Telephone Work. 


PRICES ON APPLICATION, 


TE E 


RAILWAY SUPPLIES JOURNAL. 


STORE-KEEPERS’ GAZETTE; 
Manufacturers’, Inventors’, and Contractors’ 
Record; and Railway, Shipping, Tramway, & 


Mining Advertiser. 


Principal Editions on the Ist and 15th of each Month. 
Price Sixpence. 


OFFICE— 
5, WINE OFFICE COURT, FLEET ST., LONDON, E.C. 


AN ELECTRICIAN, thoroughly conversant with the 

Manufacture of Superior Carbons for Arc Lamps, is desirous of 
making arrangements to establish a Factory and Manufacture same 
for an Electric Lighting Company. Address, ELECTRICIAN, care of 
A. Floyd and Co., 55, Old Broad Street, E.C. 


IMPROVED STEEL 


WIRE FOR ROPES. 


WEBSTER, HORSFALL & LEAN 


PATENTEES);, 
MANUFACTURERS.OF IMPROVED STEEL WIRE FOR ROPES FOR COLLIERIES, 


RAILWAY INCLINES, 


PLOUGHS, 


HAWSERS, &c. 


Sole Manufacturers ot the Homogeneous Wire for the Atlantic Cables of 1865 and 1866. 


WEBSTER, HORSFALL & LEAN, BIRMINGHAM. 
N.B—Noted for “Sounding” Wire for Deep-sea Sounding, Telephones, &c. 


THE 
LONDON ELECTRIC WIRE COMPANY, 
WENLOCK BUILDINGS, IRONMONGER ROW, OLD STREET, LONDON, E.C., 


Manufacturers of Covered Wires of all descriptions for Electrical Instruments, Dynamo Machines, 
Bell & House work, &c. 


Fancy Paraffined Wires specially prepared for Telephone and other indoor connections. 


HARRISON, COX- 


WALKER & CO., 


DARLINGTON, 


TELEPHONE AND PNEUMATIC 


ENGINEERS, MINING BELL MANUFACTURERS, 


Agents for 


HUNNINGS 


PATENT MICRO-TELEPHONE TRANSMITTERS, 


TENT EASILY-TESTED LIGHTNING CONDUCTORS. 


| 
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THE TELEGRAPHIC JOURNAL AND 


ELECTRICAL REVIEW. 


THE SCHOOL OF TELEGRAPHY AND ELECTRICAL ENGINEERING. 


STABLISHED IN 1868. 
12, PRINCES STREET, CORNER OF HANOVER SQUARE, LONDON, W. 
(Removed from 4, George Street, Hanover Square). Managing Director: Mr. T. J. JONES, M.S.T.E. 


The course of Practical and Theoretical Instruction in the higher branches of Overland and Submarine Telegraphy embraces, in addition 
to the manipulation of the various systems of wording in ee use, the following subjects :— Mathematics, Mechanics, Chemi in relation 
to Telegraphy, Gas and other Motors. Signalling and Testing Instruments. Engineering Formule and their application in practice. 
Electro-Statics. Electro- amics. Magnetism. ethods of Testing the Electrical Condition of a Line during and after its Construction. 
Testing for and Localising Faults, &c., &c., &c. Telephone and Electric Light Apparatus. 


The instruction, both in signalling and testing, is of a thoroughly practical character, as the classes work with the actual instruments used on long lines, through cables 
of various lengths, from 600 to 3,000 knots, so that the signals of the rn, Atlantic, and Brazilian Co.’s, &c., are exactly reproduced, and the pupils fitted for any line. 
A complete practical and theoretical course of instruction on the TELEPHONE and the ELECTRIC LIGHT, and their commercial utilisation, has now been 
added to, and embodied in, the ordinary curriculum, as the advantages of being associated with any great commercial application of science at an early period of its 
development is one which has been so often exemplified that it can scarcely fail to be appreciated by those who have in view professional success, 
That THLEPHONIC communication and ELECTRIC LIGHTING constitute such applications is sufficiently shown by their rapidly increasing 
; and therefore no pains or expense have been spared to place at the disposal of the pupils the technical and scientific instruction requisite to qualify candidates 
or the most important posts in connection with these new branches of electrical engineering. In order that the instruction in the erection, adjustment, testing, and 
working of TELEPHONE and ELECTRIC LIGHT circuits may also be thoroughly practical, complete working telephone exchanges upon the various 
systems in use in different countries have been fitted up; every kind of telephone, for both exchange systems and private lines, with all apparatus used therewith, is 
rovided (in duplicate when possible, so that students may be able to dissect and reconstruct the same). The necessary tools and materials are available, and eve 
facill is given for conducting experimenta_by the S — desirous of so doing, and a similar course has been pursued with the VARIOUS LAMPS an 
MACH 8, &c., inthe ELECTRIC LIGHT Department, so that pupils from the School are in a position to enter either of these new fields. Civil and 
mechanical engineers, sons of professional gentlemen, and others, will now have an opportunity of acquiring a knowledge of all the telegraphic systems of working, of 
the construction and management of land and submarine telegraphs, of telephone lines, systems and exchange, of the construction, erection, and management of 
electric light apparatus, testing wires, lines and materials employed, submarine cable testing, localising faults, &c., &c. 
Arrangements have been made so that Inventors, Amateurs and others can now have every facility, with all necessary apparatus provided in private rooms, to com- 
pare, test or perfect any Inventions, Apparatus, &c., connected with Telegraphy, Telephony, and the Electric Light. The highest professional assistance can also be had. 
Further particulars may be obtained on application to W. N. TIDDY, Secretary. 


BARNEY’S TELEPHONE 


(PATENTED.) 


x [JULY 15, 1882. 


LOUDER & MORE DISTINCT 
ARTICULATION THAN ANY OTHER TELEPHONE. 


EXCLUSIVE RIGHTS 
FOR DISITRICIS FOR SALE. 


TELEPHONE RECEIVERS, WITH TWO ACOUSTIC TUBES, £10 PER PAIR: 


Application to be made to W. C. Barney, care of H. AND E. J. DALE, 4, Little Britain, London, E.C. 
| Where the Instruments can be seen in operation. 


DAVIS & TIMMINS, 


Metal Manufacturers, 
Gat BOWLING GREEN LANE, FARRINGDON ROAD, LONDON, EC, mi 
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No.7b. 
No. 1b. 


No. 8b. 


No. 4b. No. 5b. 
Binders, Terminals, Clamps, &c., kept in Stock. Estimates for Screws and Turned Parts on application. 
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£ 
À | Voltmeter, 
Power Meter. 


LIGAT LEADS, GUTTA-PERCHA, INDIA-RUBBER, COMPOUND 


SPECIAL WIRES FOR DYNAMO MACHINES. 


Bere 
Siguet: for Mints; Lowes, Ships; Hioék and | 
Cotton covered Wises Batber Wires for 


GOWEREELL 
SPEAKING TELEPHONE 


| As adopted by 
Ber Myers Government. 


cr 


COTTON, SILK COVERED WIRES. 


BROs, 
WIRE ‘MANUFACTURERS, 
MACINTOSH LANE, HOMERTON, | 


“ESTABLISHED 1870) 


SPECIAL WIRES FOR INCANDESCENT LAMPS. 


SERMAN SILYER WIRES FOR His RESISTANCES, FLEXIBLE CORDS, TELEPHONE 
“AOUTIPLE, AERIAL, AND SUBTERRANEAN WIRES 
SPEGIFIGATION. 


« 
4 


Francs 


x 
à 


NGINEERS & MANUFACTURERS 


ied 


L 
Authorities 


5 


BULATORS,—Ebouite, Porcelain, Browawass, 
oF TH MOST APTARATOS FoR RAILWAY BLOCK-SIGNALLING. 


SEMAPHORE REPEATERS. “LIGHT... INDICATORS, AND WALKER'S ‘‘ PASSENGER AND GUARD” COMMUHICA TOR. 


STOKES AND APFABATUS OF EVERY DESCRIPTION. 


TORPEDO APPARATUS. 


THE 2 "RU BBER, GUTTA-PERCHA, 


AND TELEGRAPH WORKS COMPANY {Limiteu) are Paientess and 


Marufacturers @ Complete System of Torpedoes for Harbour and Coast Defence, and of the 


SILVERTOWN PATENT FIRINC BATTERY. 


& Constant Battery for Mining and Blasting Purposes. — 


SOMFHACTS ENTERED INTO for the BUPPLY, CONSTRUCTION, and MAINTENANCE of TELEGRAPH LINES. 


Sheet, Buffers, Springs, Washers, 


"MANUSAGTURERS Os" 


VULCANISED 


Carriage Mats. 


INDIA RUBBER AND CANVAS SUCTION AND DELIVERY HOSE. 


Rubber and Canvas. Steam Paching—Round, Square, and Sheet. 


Tyres, 


Cord, Tubing, 


INDIA RUBBER. 


Whee! 


4HDIA RUBBER MACHINE DRIVING BANDS. 


WATERPROGF GARMENTS AND FABRICS: 


Coats, Oxpes, Leggings, Hata, 


Knee Wrappe iving Dresser, 
Baths, Life Belts, 


Cushions 


Shestin 


for Hospitals, Water and Air Proof Beds, 


as Bags. 


EBONITE. 
Not affected by Vinegar or Hydrochleric or Acetie Acid. 


Speaking Tu Mouthpieces. 
.. Battery tae 


GUTTA-PERCHA. 


Sheet and Rod. | 
Surgical Appliances. 


 Tebing, Buokets,. Bosses for Flax Spinning, 


Works: SILVERTOWN, ESSEX, LONDON, E.: PERSAN-BEAUMONT, FRANCE, 


London Office—i0s, CANNON STREET, E.C. 
100, CANNON STREET. E.C. 
BRANCHES : 


LIvVeRrooL 
Guiasoow 
BKADroRD, YORKSHIRE 
SHEFFIELD 

PorTsmovur 


ate 


52, Castic Street, 
20. Dixon Street. 
35, Kirkgate. 

10, Castle Street. 


High Street. 


JNEWCAST 


BEurast 
BBITOL .. 


Newrort, Mon: 


21, Gr 


oe 


LE 


eve ase eae Street. 


37, Corn Street. 
82. Dock Street. 


whieh has received the favourshls reports. from 
h Engineers, and is now 10 use 
Englteh tnd Continental Ass Battery for ell Tulographio 
Bhagite Cells, Car Caxban 


the Postal 
the Post Odise 
other kinda of Batteries iso arannfactared. 


ay 


and Door and 


Piethead Charnbers, Bute Docks. | 
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